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PART HI 

Stores Purchase 


Medical Education Department 

TENDER NOTICES 

(1) 

No. C2/15373/2011/MCT. 10th August 2011. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following items required for 
the Medical College Hospital, Thiruvananthapuram. 
Tender should be superscribed, tender number 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Cost of tender form (inclusive of VAT): 

Original— 312 for SI. No. 1 and 1,040 for 

others. 

Duplicate— 156 for SI. No. 1 and 520 for 

others. 

Last date and time for sale of tender form—24-9-2011, 
3 p. m. 

Last date and time for receipt of tender form— 
26-9-2011 at 2.30 p. m. 

Opening date and time of tender —27-9-2011 at 3.30 

p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
( 50) is sent by way of Money Order in favour of the 


Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 011. Money Order should reach this Office 
on or before 14-9-2011. No other forms of remittance 
will be accepted. 

c3ilfflj(ucncw)njjfflo 6>(2 icu51c06)o 8 GAoegslemosmjsmirujlij 
fflfflcujlc0S)K58 (8c&,o(Bge3 (OT^uajc^LcwlcnflcBejcOffl' rarajOJOD^mocQ) «j)06xp 
nJOCffiJCm (TV) 0 (JO CD 63B C/5 Qj1«t)ffl6rDo 6)nJ<§>2<Tn«5)lCD cnloaflra) 
(SnnooRtroflcnS ra^>^ejO(Tr)jcft.a3 <Md6m1^j26)ca.oggjcrDj. 

[ 3 c 8 aejocroj<ft,c /5 odiaejocnj cncnjcsoosjtejjsl cbloail®) «n 1 cn)«n 1 <flS)j 
ajo 8 nj L^Yi5cn5K_pc^, fflacuitesxoS <&a>cxsg^, (TOlfflprncrovi^coo-695 on 
a®cm aflejocrurarailRStS r^rarwIjyioIcBcefflsneKnosrD. 

GcS^ejocru GaDooflmnlsMTg oiler 

raracruraS—(.AacHcnicS i-cn 312 , aoi 39 aiw&Q 

1,040, 

njcft>c3rij—(.cajacnonjcB i-cn 156, aojggojcrscSffl 

520. 

<3(3<ieiocn> eneooo ciilroScKijaD rareojrruocn (rotocmlcffijo 

CruffldDOJJo-24-9-2011, 3 [2)6ro1. 

otSneiocru Gaeooo cmi°lca>calc9S)2<TO raraojcruocn (mltnxrotojo 

CTUfflCQXUJo-26-9-2011, 2.30 2I6TD1. 

B^neiooru anjOcsajcm cmlcm (otIcsjjo cruiacQxnjo — 
27-9-2011, 3.30 ffl6TDl. 










(Bonoo63T3c/3 (OTojoejIhsS ecusngcu(3 (3ra<D)<D)c96)j(TO(5la)j(sai6ri3 
<mjc9) ( 50 ) (3racul<ft)(2iocnn caraascmcBtSOsnetmosTTi. BdS^eioan) 
eaflOO«5T5)lfflC$ oilej 630a£)1cn)l(33 (B0)(9l(5§0 061T)1(5(D)() (3(11)00(5 (0)0 
cru/l<ft)ffl1c0ffljcmc(r)osrn. (3i9£i06)(3XD)jgg a®ejo (maQnJcaaitfegjo crilo 
(n)1<S6)J (IT) (3)0 611). CnDOOCOTrmOfflSOijjo 0J(.3nJ[85) 6313(5gO 
fflegfflc(r)».lejjo ecLuo^jama^jefeego (3i9(n)d2>c96)oa3 rarejaicra^iT-igj 
fflca>osnsjgg8S)jo (MtoSa/lejociDo rugose® 0 £io«5K5)«s)J 0O(D) 
asmlecffiocScujojtfeaa m1(acn)lc96)janr)(i5)06if>. asm1ecQ)o^cujojca>a3 
aj(pl Ga£ioo63rac^ cmajcucra^aojgjflofcosnejgg (3raenJcMdcft)a3 goio 
aoacIcnilroS i4-9-20ii-cr)j 0ja3nj cft.1§1<s2)l(alc96)STDo. (rooacrul^ij 
[26rDl(scs3)0(3cu)ojcft,c(3 mlfflcnilcBOjarDKnosrn. a(3<^ejocru 
GclQooo 6 ) 6)163000008 njosleioraiaxmjo 63ffllc96)ra8 rarest ksija 
(mlal^jj c03l§2(rr)«5)jmej. (moocnilajj <03l§jcm B(3neioanjc03(/3 
<D)O6)KS)O0j AOfflemcuaaoejjo <mi1<03(9lc06)j(Ti)(i5)ej. c03jsjRi)«58 
ajlcu063r3«3 (nJOJjoiffl a1(ucn)63Bglra8 god) rarejnnlcnlraS cnlcrnjo 
eje 1 <fl 6 )jcn)ca) 06 rn. 

Details of Items 


SI. Tender No. and Name of Quantity 


No. 

Equipment 

(Pairs) 

1 

25/2011—“Disposable Sterile Gloves 6” 

5000 

2 

26/2011—“Disposable Sterile Gloves 6.5” 

60000 

3 

27/2011—“Disposable Sterile Gloves 7” 

60000 

4 

28/2011—“Disposable Sterile Gloves 7.5” 

50000 


( 2 ) 

No. C1-14267/2011/MCT. 22nd August 2011. 

Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for the PIPMS under Medical College, Thiruvananthapuram. 
Tender should be superscribed, tender number 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. —23/2011. 

Cost of tender (inclusive of Sale Tax): 

Original— 416. 

Duplicate— 208. 

Last date and time for sale of tender form— 
26-9-2011, 2.30 p. m. 

Last date and time of receipt of tender—27-9-2011, 
2.30 p. m. 

Opening date and time of tender—27-9-2011, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 OIL Money Order should reach this 
office on or before 12-9-2011 at 3 p. m. No other forms of 
remittance will be accepted. 

(3)1(ajaia)(13)raJJ(9o 6)fflCU)lc06)K53 e<03O<SgS3l6)ej nil. 6)n£). nil. 
n®o. ng)OU-(B£Jce® (319)01(01)0002) (0)06)IP raJOdCJOT) 01)00)0)631308 
ajl(0)(06TDo 6)£Ut^2(TO®)1cr) 3c3<^ejocn)j<03a3 cft&iernlteeijcnDj. 

3(8<^eio cruj ca>a3 3(3^fiiooi)' (non (soo sj caqsl cnloailco) 
R5)l02> (0)1ce6)J 0J(T2J (.nilflScnil nj0u3, 6)0CU)1 C06)(38 (5<030 (5gS3 , 
«J)1ffljajO)(13)oJJ(9o-695 011 ng)d1) Oil£1001)8513)1(38 n£)(010)1 jyl(i)1(Sc06) 
6113(0)0600. 


3(3neio<Tu aoaoj(3—23/2011. 

3(8<1£10<TU ffin£)0O(0T0)l6)q§ Qll£l (O)1<ft>J(D)ld2)Sc06)o): 
raraanssS— 416. 

(TO 

(/O(Oln_jc03(3n_|- 208. 

3(3n£iO(T\) (SaOOOo Oil 8)3 d36) JOT) (0190100)00) (0)1(12) (0)1 CO) Jo 

(1D0O2XUJO-26-9-2011, 2.30 0614)1. 

3(3nejOOU (SnDOOo Uni1<fi>ffl1<e6)Jfln (3190101)00) (3)1d2)85)]02)Jo 

(1D0O2XUJO-27-9-2011, 2.30 06n)1. 

3^nei0OU (0) J O c06) J 01) (0) Id!) (0)1 CO) Jo OD0(X2)OJJo- 

27-9-2011, 3 0611)1. 

3^neioon) (SaOOOo (0)nJOeil(03 (501611301(3 (3I9d2)d2)c06)JOD(O)IOlJ 

(5016113 (O)jc03 ( so) (3i9U)lt03fflOd!)l (Bigaadse^ensaswern. 3(3<T£iooi) 

(5 n0 0 O 8515)16) Cl3 Oil £1 63 0 n£) 1 01)1 (03 (S0)ffl1(5§0 

061T)l(Bd2)O(3<11)(3 (319)(B(D)0 ODl1c030lc06)JOT)(O)O6rn. (319£106)(5)02)Jgg 
a(j)£J0 (319(SnJc0iilc03gJo (1)18101)1 d96)J (11) 85)0611). (Sa£lOO(S85T5)06)SOa ; |o 
0J(_3 nJ (.(0) 6313 (5gO 0(5O 6)(0) E0 j 1 £1Jo (S(U)Oc0iJ)J 6)0($J <ft>(SgO 
(319(D )w c06)oo 3 (3i9)(iio9 < !)6)a ; |§j6)(ft>06ii3jgg(5)jo (S0(o3oj1eioai)o 
oi^coasioeioraiOKOijoocQ) 06rril(sa2>o(3(u)oj<a>a3 (nlfflaDlc96)joD(a)06if>. 
061T)l(S<D)O(acU)OJ<03C^OJIp1 (Sn£0O63Bo8 (319)01(0 (, 6) <TjS)6)<&>06113)33 

(319 (5 nJ c0i9J c0>u3 6g(D 63 0 a£ 1 (11)18)3 12 - 9 - 2 0 11 - O) J 0J(l3nJ 

c03l§1 (D)1 ffll c06) 611)0. (O)O0Ol)1iJJ <0>1§J(11) 06I1)1(S(D)O(3 cU)OJc 03«8 
O)1fflOl)1c06)JOl)(O)O6n). 3^<^ei001) (BaDOOo 6)6)c030OOO(l3 aJ0Sl£108515)85)Jo 
63 ®1 c06) 853 63 0 n£) 1 01)1 (03 (319 S nJ 85)J<ft, (0)1 8)1 J c9>1 § J (ID 

(O)j0ei. (O)O0ODl^|j c03l§joi) B(3‘'*£ioanj c ft>o3 d»06)(3)ooj <ft>o06in 
ojuaoeijo ODilc03ffl1c06)joD(a)ei. c03jsj(O)(o3 oiloio63Bu3 t.oJOi^(aio)1 3I01 
OD63Bg1to3 6g(D (319)n0l01)1(03 OlldDJo £ie1c06)J(n)85)O6lf>. 

List of Equipments 


SI. Name of Items Specification 

No. 


1 Dental Acryliser 
50Hz) 

Digital time and 

temperature 

Settings. 

Provision for 2 settings 
at a time. 

Top opening type. 

Tap for water outlet. 

2 Dental Dewaxing 
bath 50Hz) 

Digital time setting. 
Maximum boiling 
temperature> 100°c 
(More than 100°c) 

3 Hydraulic press for 
denture flask 

Knob for releasing 
pressure 

4 Common balance 
with standard 

weight box 


5 Travelling Microscope 
(Vertical and 
Horizontal) 


Indian (Voltage 230 v 


Indian (Voltage 230v 


Table mounting type. 
Hydraulic type. 

With pressure guage. 


Double pan balance. 
Physical balance. 

Balance placed inside a 
glass chamber. Weight 
box with milligram weights. 

Vertical and Horizontal 
movement and Least 
count—0.001cm. 







6 Colorimetry set for Copper container type 
specific heat of solid with stirrer and modem box. 

and liquid. 

7 Daniel cell Zinc rod inside a copper 

container with connecting 

terminals 


8 Rheostat-10052 
0-1000s2 

9 Apparatus to verify 
parallelogram and 
triangle law of forces 

10 Lamp and Telescope 
for young’s modulus 


1000z2 variable from 
Wall mount type 

Telescope range up to 
10 meter 


16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 


(3) 

[No. 38/2011] 

No. C2-5204/2011/MCT. 26th August 2011. 


Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (whereever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala- non judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits ( one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers whereever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 


Sealed competitive tenders in the prescribed 
forms are invited for the supply of the following items 
required for the PIPMS of Medical College, 
Thiruvananthapuram. Tender should be superscribed, 
tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Name of Equipments with Quantity—Human Bone 
Set ((Disarticulated Original Set)—1 No. 

Cost of tender form (Inclusive of Sales Tax): 

Original— 416. 

Duplicate— 208. 

Last date and time for sale of tender form— 

29- 9-2011, 3 p. m. 

Last date and time of receipt of tender form— 

30- 9-2011, 2.30 p. m. 

Opening date and time of tender—30-9-2011, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 18-9-2011. No other forms of remittance will 
be accepted. 

railrajojuiosinjjfflo 6i2i(uilce6i(53 G<ft>OGgsslGuiosoi26iuooiil.ry 
njl. 61n£). nil. n®0. nQ) CTO . - G £J <961 (30) OJ OO^ 2)0(0) (5106MP 
nJOCD)j(m cru 00100 631308 aj1«51ffl61Do 61nJQg>20T)(5ll01 0il05Ll1(31 
G n£) 0 O (515)1 (53 2)J(.f30JnJ 3 (3 ‘‘>£10 Oil J <ft> o3 cfeil 61Dl <BS) J (ID J. 

osS^o ooij <9j(/ 3 flcS'ieiocru cnom goo sj cftjsl aoloailoi 
(Ollcffl <3l1c86>22lj0m (.nflo3O0l1 nJ0«3, 6)2!CUlld361 (38 G eft.0 G gSS , 
fflllfflj OJ 01 051 nJJfflo-695 011 n®(1T) (111 £1 0 011 (313)1 (38 

n3)(313ilyl(DlG<S6)6ne(31O6n0. 

(3(3‘'*ejo(ni 00011(3—38/2011. 

0010U1016S13gJ6)S GnlOjo n^snOOJJo-nn^2)6Tl3 66111061136)0010 

(cuilooio(3§1<fl6)2Gejgcui 63ols1oo(53 610110 )—i. 

(3(3^£JOfli> Gn000(313)l6)0^ Ojlej (dllca>J(3)l(!C!)Sc06)o): 

(313001(58- 416. 

CTO 

OO(81n_|c0}(3n_|- 208. 

(3(8<i£10fl11 GnOOOo (Ul(58c06)2OD (3001001001 (3ll(X»(3ll(S5)Jo 
O012KD)(UJo-29-9-2011, 3 2)61101. 



i3(3‘iejocru ennooo crujItftfflltSOjanD raracuamocn anlasajiloo^o 
auacraci^o —30-9-2011, 2.30 osml. 

3(3<ieiocru anjOcOSjanD «5)°1 oq> (mlcmjo cruai caaijo— 
30-9-2011, 3 (260)1. 

(8ra£!006313(/3 (5)oJ0eilRj3 (B(U6ngC11(3 (TO(!C!)cac9S)jaT)«»1CDJ(Snj6rB 
fflijcfc ( 50 ) c3TC(jDlca.fflo<al (3ra<aca(Sces)6rB«»06rn. rac3<^eiocru csanoo 
«5T5)l6ia3 nilej aoaolciDloiS ecnolego (26rr)1s30(3(u)(3 raraietao 
(Tuj1<ft>ffl1c6€)2anD(W06rn. raideiosxtDOffijsg a®ejo raraGnj<Mdca>gjo 
(T)1fflcnilcflfi)janDc(r)06TT). eaDooeflMiofflsoajo ajLflnJL®i63T3ego aeofflcai 
aleijo QODOcfti^jfflain^jcejCBgo (313 <b)cq>c96)0(t 5 (3i^(ija3! > 6)<2j52®‘ ft ’ osrie l 
gganjo earaSculejocroo nj^cOoiaejoasTOKmjmocQ) a6m1cs<i»oc3 
ajjojcft.a3 (DlotrulcSffljaTHmosm. i26TT)1ecao(5ajDOjca>c^(Uip1 
(StiD 00 6313C/8 (319)01(0^ 6) a_| §J 61c&>0 6TT@Jgg (313CBoJ cMd c&>C/5 6DT9 
630n£)1cnjlco8 18-9-2011-002 B^ClSnJ cft,1§1cD)l(Dlc9S)6mo. 8J)Oa(njlij2 
ca>l§2fn) ffl6rr)1(Bc]Q>oc8(u)02<ft>c/5 (rilfflorulcOffljcrrKroosrD. acS^ejocru 
Gaoooo 6)6ica>aoooa8 njoslejoraiwctnjo 63o1c06K33 cibs^i «t>]<&, 
(3)l(3li2jca>1§2mD®>2®§J- OTiofflorul^ij <ft,1§jonr) 3(5>^ejocn)2ca>o3 
(a06)an 002 ta>o06iDaio3oejjo cn)jlcfti0lcS6)2aD«5)ej. oa>jS2ctr>ca8 
ailaj063i3o3 (_<T-ioj^caicr)l 3lojcn)63Bgl(n3 sd^) rarajaolorulfflS crilcmjo 
eie1ce6)2(ro«5)06rD. 

Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (whereever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non judicial- 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits ( one Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submited without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 


12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers where ever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the Tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. 

18. More details can be had from this office on 
working hours. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 

RE-TENDER NOTICE 
[No. 11/2011] 

No. C1 -9936/2011/MCT. 24th August 2011. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of the following items required 
for the Bio-chemistry Department, Medical College, 
Thiruvananthapuram. Tender should be superscribed, 
tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Name of Equipments—Refrigerator (Capacity 1400 
Litres Vesicooler) 

Quantity—1 No. 

Cost of tender form (Inclusive of Sales Tax): 

Original— 416. 

Duplicate— 208. 

Last date and time for sale of tender form— 

29- 9-2011, 2.30 p. m. 

Last date and time of receipt of tender form— 

30- 9-2011, 2.30 p. m. 

Opening date and time of tender—30-9-2011, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 19-9-2011 at 3 p. m. No other forms of 
remittance will be accepted. 


RnlffljcumciWojjfflo ff)iacuj1c06)ra3 ecfcoegslemosmjeruoijijl^ 
6TUCB(i»o0ca)(2i1aru(.s1 aitftqnjl eejcss) rarajajaa^aoc® ( 3 ) 06 >s> 
njoa»jam cru o u) an 63i3(/5 aj1cmra6TDo ffluj^jcrrxmlrn cnlaailra) 
e nD o o «5Ti5)1 ra3 aj(.racu^| 3(5neio auj <ft>(/3 <Md6m1 cssj cmj. 
acjaeio cruj 3(3^ejocru cnarn goo sj caqsl cnlas/lra) 

(3)lc® (3)1c96)2 ffljom (.njl^CTuI o_|0(/3, 6)fflCU)1 c96)(38 6 <ft,0 6gS3 , 
85>1aj(UaDfW)nJjao-695 Oil ng)(1T> Oil£1001)(313)1 (53 a<J)(515)16c96) 
6n§(3)06if>. 

(TU0aKD63r3gJS)S 6oJffl-6) 0(.a£]1 £8600(5 (1400 eilg(3 

fflOJcnil<S3jg(5) 

''■ 

3^<^ejocru ffiaoooarmlsxig ailei (micojjemtosceoo): 
raracruraS— 416. 

CTO 

c/afflI.Tjeft.cSiTj— 208. 

ra^^eiocru eanooo ajl«s3<flS)jcm raraojcruocn KnlcrasnlcQijo 

CrufflCfflOJJo-29-9-2011, 2.30 2)611)1. 

atSoejoom eanooo crojItaaltMjcro csraoKruom anloaratojo 
CrufflCQJOiJo - 30-9-2011, 2.30 216ml. 

a(3(iejocru Snoooo anjOceajam snloanloo^o otmoqkiijo— 

30-9-2011, 3 216 ml. 

6a£)006313Cl3 (5)oJ0£il(03 6016113(11(3 (3TaCQK!ac96)J(m85)lCDj6(U6n3 
(5)Jcft> ( 50) (313 (JUldOi 2)000)1 (3iaCQXD)6cS6)6n3(ro06m. 3(3‘">£)0ai) 6ciOOO 
(5l3)l6)0l3 Qllei 63 0 n£) 101)1 (58 601ffll6§0 216ml 630(3(U)(8 (313)60)0 
orujlcft) ol <s6ij cm 0)0 em". raiaeio 6)®) oijgg tl 9)^j 0 

(3ia6rUcfti1cft)gJo mlffl 01)1 c06) J OT) (3)0 611) . 6oO 0O6(313)06)S0njo 

2)Jt.3nJL®)63BGS0 2)eg6)(5)®ileiJo 6(U)0<fl>iJ6)21o3j<fl)6g0 (3I3<S2XX2)c86)003 
(3131(1103 (6)rijS16)cfti0611g133(5))o e2K53ajl£JOODo 01^<fl(3)2)gj0(313)(5)22100) 

2)6mleo)0(3cu)02<ft,c^ m1ocnilc86)j(m(5)06m. 2)6mleo)0(3cu)oj<ft,o3 
Q1S>1 6a£)006313o5 (313)C11O3^6)iT : |§J6)<ft,06n3Jgg (3136nJcft&1ca>(/3 gD 
aoaolcrolaS 19 - 9 - 2011 - 01 ^ 2ija3nj cft.l§lo)lo1(S6)6mo. ®)02icn)l^|j 
cft.l§jcm 2i6mleo)0(3cu)02<ft,o3 mlocn)lc06)j(m(3)O6m. 3(5<^eiocro 
eaOOOo 6)6)cfti2)00003 nJ0Slei0(015)(0)Jo 63ffllc06)(53 (3I3Sij (5)J<S> 
(3)1ol^|2cft>1§j(mc3)j2iei. (3)02i(ro1^|2 ca>l§j(m odS^eiooujcfraS 
o)06)(3)ooj ca>oo6m(uc/3oei2o dui1c9>ffl1<06)j(rn<a)|y. 

(lilaiffl63B05 t,oJ(H2(313)1 3ldim)6313g1(35 gDO (3I3)nOldl)1(38 OlldTDJo 
eje1<s6)jcm(3)06m. 

Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rate should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


5. Tenders are to be sent with details and illustrated 
pamphlet (where ever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits ( One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers where ever necessary. 

14. The undersigned reserves the right to reject any 
Tender wholly or partially without any prior 
information to the Tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 


No. C/2003/2011/DCK. 12th August 2011. 

Sealed tenders are invited for the supply of 
equipments listed below for Government Dental College, 
Gandhinagar R O., Kottayam. 

The tender should be superscribed Tender No. due 

on 23-9-2011 and addressed to the Principal, Government 
Dental College, Kottayam. Late tenders will not be 
accepted. The tenders will be opened at Dental College, 
Kottayam on 24-9- 2011 at 11 a. m. in the presence of such 
of the tenderers or their authorized representatives who 
may be present at that time. 

P. A. C.— 27,00,000. 

E. M. D.—1% 


(Sc9)0§o[»o 6)CLuc$ra3 e<ft>OGg83l(sejc0ffl (majajuD^aoocs tmosw 
njossjcm gnJoa>ffl6TO63T3a3 Qj063T3jcm«»1rn mjioaiij 3t8ri£jocru3<ft>«3 
cMdsmliyjOc&oggjanDj. s)S 6TB(3 ennoajc&c/S Gcft.o§cQ)o 6)cu)a^(o3 
(Scajoegsj orajanT omlroSciDlanDjo ODlasultro ailei 6><&>o sjcairo 

22-9-2011, 3 2)6TT>1 010(9 CClDffl1§2(U063T30(11jaTKiJ)06rn. ©S6rB(6 

csncooo roioJoeilroS csnisreojcS oocsrao ©S6ne(3 Canoalcnjo 
©soTedi CBtiOoalon^ aileKteffioosonjo so otioJorsS hjo(3©@sjo 
L njIaScnjlijjoaa, ©cu)(i3ra3 G<ft>ocsgs3, G<ft>o§(n)o-8 a®oD aileiocro 
coroiloS rare otc® tea ©no. ©s©t§( 3 Ga£)Oi2l©a3 ailei cscnffl1(s§o 
fflon1(SC5M(8cU)(3 l2J6U0a0rfflQ(2l0 (TUj1 I ftitDlc9ffl1cft.(!3))331. 

a6rrilcB<r»o^cu)^ crojlc9)ra1<ss)jcm cararuomocn Rs>“)cs3xm1 12 - 9-2011 
mira)6m. gnJca>ffl6TD«5TO)lff)n3 ailaaBOoaa6SB«3, os6neo1©c$ ©njorarj 
ai^aicnin<ft>o3 ajemeiocoKU ©s©t§( 3 csnnoffllffKnoijjo eielcsojan 
8 J) 06 m. ©soneojo eocoltaaoeccDO nj^dSonaocBoffio 

<r» 06 )«nofflj ta. 0 O 6 mQjjo cft> 06 rn 1 ce©o©«j) ogjonj^cmrafltn toilaScnil 
njogltn raracjDlc&offlo gsreot!C!)l(3lc06)janDOT)O6rn. 23 - 9 - 2011 -cn 3 
aonltsoj ec/Bniio eielteojcm 3^<^ejocrujcft,u3 anilc&ralceojanRriej. 


Details of Items 


SI. 

No. 

File No. 

Tender No. and Name 
of the Item with Qty. 

1 

C/2003/11/DCK 

25/2011- 

—Prostho Materials 

2 

C/2006/11/DCK 

26/2011- 

—Ortho Materials 

3 

C/2007/11/DCK 

27/2011- 

—Endo Materials 

4 

C/2008/11/DCK 

28/2011- 

—Dental Instruments 

5 

C/2009/11/DCK 

29/2011- 

—Books and Journals 

6 

C/1448/11/DCK 

31/2011—Diesel Generator- 

5 KVA—1 No. 


tea,® a£iaj)ra3 cncnidS 3(3<miocru cncmojo 

07011(3 gnJta.fflSrT)(! 5 Tt 5 )l 6 XT 3 (SoJOjo 


1 OT)1/2003/20ii/cujl.rnil.6)ca>. 

2 aT) 1 / 2006 / 20 ii/arjl.rro 1 .fflca>. 

3 0n1/2007/201l/(ujl.0\>1.fflcft>. 

4 OT) 1 / 2008 / 20 ii/cujl.rnil. 6 )ca>. 

5 OT)1/2009/2011/Cujl.cnil.6)ca>. 

6 aru1/i448/20ii/cu)l.crul.s)ca>. 


25 / 2011 —GLnJomxsraro 
oaolffllderaSonj 

O 

26/2011-630dk!«5Tt5)0 

oaolalcoxoScru 

O 

27 / 2011 —r^oSeojDO 
sraolalcnxoScru 

O 

28 / 2011 —©ano^raS 
gDoSontsjoffloijr on 

29/2011-©llJdBSOn (315)03" 

<SS 3 ( 3 ©n(! 53 on 
31 / 2011 —onion ro 3 
gJOXBOO( 3-5 fflca>Qlln£) 


raras&raS arjeft.— 27 , 00 , 000 . 


Cost of tender form— 450 for SI. No. 6 and 

1,125 for all others. 

Last date and time of receipt of tender—23-9-2011, 
3 p. m. 

Intending tenderers may obtain tender form from the 
undersigned on cash payment during office hours ie. 
10 a. m. to 3 p. m. upto 22-9-2011. Cheques, Drafts, Stamps 
etc. will not be accepted towards the cost of tender form. 
Duplicate tender forms can be obtained on an additional 
payment per copy. The tender form is not transferable and 
cost is not refundable. The undersigned reserves the right 
to cancel the tender at any time partially or completely 
without specifying any reason. 

Tender form will be supplied to the firms by 
Registered Post subject to cash payment by Money Order 
inclusive of postal charges 50. Money Orders will be 
accepted only upto 12-9-2011. 


OllfflOTHBClI^o-1%. 

6 TS 6 ngojcft>a 3 24-9-2011-00 (rolaaxrol (©nuanyglraS ojooarro 

LnJcfcOOo) (mjOcBOJOnKDOof). 

3 ( 3 <iejocnj Ganoorarroloojj oiler—(diamond) 6 -cn 450, 
aOJggOICfficSffl 1 , 125 . 

BcB^eiocru Gnnooo oilKsScSOjon caraaiaroocn 8 S)la»(ro 1 (i»jo 
crufflQfflaijo—22-9-2011, 3 aonl. 

B(3a£jocru cruiltft,©Itssrjcm ©reaionooD ©rlcffljo 

cruacniajjo— 23-9-2011, 3 a©nl 

BcS^eiocru orjocsojon ffnltrscnlcffijo cruacrsojjo—24-9-2011, 
11 ambl. 

6 )ssn §(3 (Saoooo gcdSoceooggjcro <ft.ajolcnj ajcSiglcnS 
0 ssns(3 cnauffljo ©rjoteojon (mlaanrolmijo 

<ft>o©nl plaice© ©no. ©sob (3 CBnnoaloojj oiler as<e ©1 
crxaSc&jcmorej. aoerao assnsojo (.o-KB(s>^ca>o 

emoejipjcsRSTnrosjcBDjsIcQ) .aaiojcaglraS aDRs 3 &a>©ig(roo©n. 

Government Dental College, (Sd.) 

Kottayam. Principal. 









SHORT TENDER NOTICE 


cn^ocro gxoo cru1ejl6rr§c3 raregcu 


No. C3/12937/2011/MCK. 12th August 2011. 

Sealed tenders are invited for concluding rate 
contract for the supply of the following Medical Gases 
required for the hospitals attached to Medical College, 
Kottayam for a period of one year from the date which 
will be specified in the order. 


Name of Gas 

Cylinder Capacity 

1. Medical Oxygen I. P. Grade 

: 7.1,7.0,0.0727 and 1.5 


Cu.meter or any other 


volume 

2. Nitrous Oxide I. P. Grade 

: Bulk and Small 


Rate quoted should be for each unit of the said 
specification. Rates should be quoted separately for price 
of Gas filled in Cylinder inclusive of all taxes at the Store/ 
Godown of Tenderer (Location should be specified) and 
for transportation ( to and fro) from the Store/Godown to 
the Hospital at Gandhinagar, Kottayam including charges 
for loading and unloading (i.e. door delivery) Rates for 
repair, charges of valves etc. should also be quoted 
separately. The tenders (in original) should be signed 
and superscribed on the envelop as “Tender No. C3/12937/ 
2011/MCK Medical Gases and addressed to the Principal, 
Medical College, Kottayam-8 so as to reach on or 
before 30-9-2011, 1 p. m. Tender received after the notified 
time will not be entertained. The duly filled up tenders 
with Earnest Money Deposit 35,000 will be opened on 
30-9-2011 at 2.30 p.m. in the presence of such of the 
tenderers or their authorized representatives who may 
present at that time. If the date of opening happens to 
be holiday, tenders will be opened on the next working 
day. The rate offered should be inclusive of all taxes and 
F. O. R. destination and stable during the period of 
contract. 

The prescribed tender forms can be had from this 
office on direct cash remittance of 5,514 
(including taxes) for original and 2,757 (including taxes) 
for duplicate. If the form is required by post 40 towards 
postal charges also be added to the Money Order, E. 
M.D. 30,000. No other modes of remittance will be 
allowed. Cost of tender forms will not be refunded. Sales 
of forms will be closed on 30-9-2011, 11 a. m. Money 
Order will be entertained only up to 19-9-2011. Further 
details can be had from the office during working 
hours. The Principal has the right to reject any tender 
partly or wholly without assigning any reason. 

c?cft>o§QC»o s> acini <es>ffl3 G<ft>o<3gs3lfflqi) ca>°)(p1 ejjgg 
(3re)Cfajnj(.®flca>s3®3 ® 06 )s> ojossjo aflcjDo aacuilcearaS co^ocru 
63fflj OJ (3 rfld 6 851(5) W c8® ( ®1 W ®1 (TUK>6)oJ 63 0 (3 CU) Ol 853 
crujijl(T : |1ce6)janDOT)06rTni.)cTuaa(jj auja^oTxrolob 
ggaisflasS aolcmjo ra(3<^ejocrujca.u3 cMdsmlceajcmj. 


1. aacuilcearatS 630<£bcnil83a3 

6)n®.njl. G(0)CU3-<TUl£jl6ngc3 cft.iTjOCTUlol 

7.0, 7.1, 0.727-1.5 cftUjJ.2)10(3 

2. aaoDLScru Oa®.nil. gloxuo— aieijOT), anjoj®) 

aDloraicaaJio— 35,000 

ra(3<Teiocru Gnnooasrrolar^ ailei (rhlca>jrailca>gsc 0 fflo): 

6301021(7)853- 5,514 

OJDUojlGc06)d- 2,757 

e)9 6V) O ’ 

ffl6rolGcn)oc3ajL>02cft>u3 crui1c9>ffllc86)j(m raraojcruom ®1 qq)®1— 

19-9-2011. 

(3c3<ieiocru Gaoooo ailraStsajcm rarccucruoci) raitoroilcmjo 

CTU2K!Q)aijo-30-9-2011, fflOOlloei 11 2)61731. 

3(3‘‘*£J0(TU eiel Gc86)6TTg (31301 0730(73 8531 W (Oil <X» J o 

O732)(r»aijo-30-9-2011, 1 2)61731. 

(3(3^£100nj 853JO<S63J(773 053lcQ)8)3l(I!)Jo 0732)CQ)O1Jo-30-9-2011, 

aaojcftjGcmfflo 2.30 2)6rrfl. 

031(3(00 0^)010 03lcft)J«53lcft>gJo (313853® (313)a3JnJ(.®fl'®>§l®8 
(TUOUKDo off) 851(5)16 (063 617g®103199 2)OJ (313Sc06)o 

63 tf>1 67575)® Jo 0)1O ®J 2)0d» 07)1 Ell 6173 OJc0>(/3 ®8>o ®1o1^jJ 
(0)0617316(0636173®06713. 

ailoDfl ailaifflo 6)S6I73(3 CnX)02)1e0306)S0o : |o Eie^2)06173. 
03leiOi1ejJgg n<J)EJ0 6)S617g(3 <7)1eQ>2)6313gJo §373 6)S6I7§Ol03Jo 
61U OU)(0>2)O 6173. (0>]SJ®853 Oil OJ 8) 6313 Cf3 g)73 63 0 nJ31 <77)1853 

031073JO LnJfU^85®1 OlOJOT363Bgl853 (3130l(!Q)OOJJ073®06n3. 

B^<^ei0073 o_l(.®63B(l5 ®oJOEjl858 (313)Oiaa^23JggOJ(3 40 

c0>JS2®eiO<S2)1 (3I3SC®e(0636n§®O6n3. IODOoOO, 6nJOOU853 630(3CU)(3, 
6)aJ(06> 2)J®eiOCQ) 8)1®1(S2)1ejJgg gDSnJOSJ(0>Cr3 O73j1c0)(a1(063JO73®ej. 

Medical College, (Sd.) 

Gandhi Nagar, Kottayam. Principal. 

TENDER NOTICE 

No. Cl-1355/2011/MCTCR. 3rd August 2011. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of following items required for 
the various Departments of Medical College, Thrissur. 


SI. 

No. 

Tender Number and 

Name of items 

Name of 
Department 

(1) 

(2) 

(3) 

1 

99/2011-12/MCTCR—LCD 

Digital Microscope 

Community 

Medicine 

2 

100/2011-12/MCTCR— 

Computer Desk top (2 Nos.) 

Community 

Medicine 

3 

101/2011-12/MCTCR— LCD 
Projector 

Community 

Medicine 

4 

102/2011-12/MCTCR— Equipments 
for preparation of Museum 

Forensic 

Medicine 


exhibits 












(1) 

(2) 

(3) 

5 

103/2011-12/MCTCR—Anthropometric Forensic 
and Oseteometric equipments Medicine 

6 

104/2011-12/MCTCR—Two mounted 

human skeltons—1 set 

(Male and Female) 

Forensic 

Medicine 

7 

105/2011-12/MCTCR—Nutritional 

Assessment equipments 

Forensic 

Medicine 

8 

106/2011-12/MCTCR—Binocular 

Microscopy with arrangement to 

connect to PC 

Forensic 

Medicine 

9 

107/2011-12/MCTCR—Demonstration 

models and Anatomical chart 

Forensic 

Medicine 

10 

108/2011-12/MCTCR—Portable 

X-ray Unit 

Forensic 

Medicine 

11 

109/2011-12/MCTCR—Suction 

Apparatus (2 Nos.) 

Paediatrics 

12 

110/2011-12/MCTCR—ECG+SP02 

Monitor (2 Nos.) 

Aneasthe- 

siology 

13 

111/2011-12/MCTCR—Pulse Oximeter 

(2 Nos.) 

Aneasthe- 

siology 

14 

112/2011-12/MCTCR—Multi Utility 
Photo Therapy Unit 

DVL 

15 

113/2011-12/MCTCR—Binocular 

Microscope (3 Nos.) 

DVL 

16 

114/2011-12/MCTCR—LED Binocular 

Microscope (2 Nos.) 

DVL 

17 

115/2011-12/MCTCR—Computers, 
Printer and Scanner (4 Nos.) 

DVL 

18 

116/2011-12/MCTCR—High 

Resolution Dermoscope 

DVL 

19 

117/2011-12/MCTCR—Electronic 

Tourniquet ET—108 (4 Nos.) 

Ortho 

20 

118/2011-12/MCTCR—Electric Power 

Drill 

Ortho 

21 

119/2011-12/MCTCR—Pulse Lavage 
and System (2 Nos.) 

Ortho 

22 

120/2011-12/MCTCR—Stimuplex 
(2 Nos.) 

Ortho 

23 

121/2011-12/MCTCR—Hot Air Oven 

(5 KW) 

Physical 

Medicine 


(1) 

(2) 


(3) 

24 122/2011-12/MCTCR— 

machine 

-Vaccum 

Physical 

Moulding 

Medicine 

25 123/2011-12/MCTCR- 

Medicine 

—Hot Water 

Physical 

Tube 

26 124/2011-12/MCTCR- 

Machine 

-All Cut 

Physical 

contouring 

Medicine 

27 

125/2011-12/MCTCR—Poly Propelyne Physical 
vaccum wind spraying machine Medicine 

28 

126/2011-12/MCTCR- 

—Lathe Machine 

Physical 

Medicine 

29 

127/2011-12/MCTCR- 

Machine 

—Handing 

Physical 

Medicine 

30 

128/2011-12/MCTCR- 

Machine 

—Hand Shear 

Physical 

Medicine 

31 

129/2011-12/MCTCR- 

—Nork Benches 

Physical 

Medicine 

32 

130/2011-12/MCTCR- 

Machine 

-Band Saw 

Physical 

Medicine 

33 

131/2011-12/MCTCR—Carver heavy 
duty Machine 

Physical 

Medicine 

34 

132/2011-12/MCTCR- 

Machine 

-Hand Drilling 

Physical 

Medicine 

35 

133/2011-12/MCTCR- 

Bench ( 2 Nos.) 

-Laminor flow 

Transfusion 

Medicine 

36 

134/2011-12/MCTCR- 

Incubator (4 Nos.) 

—Laboratory 

Transfusion 

Medicine 

37 

135/2011-12/MCTCR—Cryobath 

Transfusion 

Medicine 

38 

136/2011-12/MCTCR- 

Thawing bath 

-Plasma 

Transfusion 

Medicine 

39 

137/2011-12/MCTCR- 

—Laptop (2 Nos.) 

Transfusion 

Medicine 

40 

138/2011-12/MCTCR- 

Analyser 

-Hemoglobin 

Transfusion 

Medicine 

41 

139/2011-12/MCTCR- 

(4 Nos.) 

-Pulse Oximeter 

O&G 

42 

140/2011-12/MCTCR—Crynogun with 

O&G 








(1) 

(2) 

(3) 

43 

one autoclavable silver vryotip 

141/2011-12/MCTCR—Computer with 

O&G 

44 

Printer & Scanner 

142/2011-12/MCTCR—Hand Doppler 

O&G 

45 

(5 Nos.) 

143/2011-12/MCTCR—Probe for 

O&G 

46 

Harmonic scalpel (4 Nos.) 

144/2011-12/MCTCR—Electronic 

Transfusion 


Blood weighing balance (5 Nos.) 

Medicine 

47 

145/2011-12/MCTCR—Computerized 

Pulmonary 


Spirometer 

Medicine 

48 

146/7011 -17/Mf'Tr'R —Mnltipara vital 


49 

sighs Monitor & Surgical cautory 

147/2011-12/MCTCR—Biological 

Anatomy 


Safety Cabinet 



Cost of tender form: 

Original— 312 for SI. Nos.3, 6, 7, 8, 13, 22, 42, 
43,44 and 416 for all others. 

Duplicate— 156 for SI. Nos. 3, 6, 7, 8, 13, 22, 42, 
43, 44 and 208 for all others. 

Closing date and time of tender sale by MO — 
19-9-2011, 4 p. m. 

Closing date and time of tender sale by cash — 

26- 9-2011, 4 p. m. 

Last date and time for receipt of sealed tender— 

27- 9-2011, 1 p. m. 

Opening date and time of tender—27-9-2011, 
2 p. m. 

The tender forms and further details such as 
specification, general conditions etc. can be had from the 
office of the Principal, Medical College, Thrissur- 680 596. 
Those who wish to get the tender form by post should 
send 50 extra by Money Order towards postage for each 
tender. 

-Kt) o \uo^(3 oacuilcSSJKTS (Sc&>3css3ejlb‘>ej oil oil ou cuilajoiSgBiianSj 

<ft>g1cejc0S) 019)0108^aoa» (rooenpnjoasjcm gnJca>ffl6n)63i3(/3 
qjlCT)ffl6npo QajQgjiroCTflfff am)®ixujsoqja) m m — aj(.(3 6)oiiy 

r3c3ciejocrujcftia8 ^i3d6rriln-|ifflcfti033iaD]. 


(c 0 d (2 

ocBrieiocru cncmrajo 

cuila ; |o^§j6ian^ 1 ' 

(TDcrucS 

gnJc&>®6TT)(515)l6)(I^ CSnJCD^O 


(1) 

( 2 ) 

(3) 

1 99/2011 

-i 2 / 6 ia.ecft>o.ffl^ r —o0(33.(n51.(u51. 

caism^smlgl 


cujlsflgRsS 6 > 6 ) 0 ( 8 (.<ft,o(n)( 8 cft>Onj 6)ao)51(n51a3 


(i) 

(2) 

(3) 

2 

100/2011-12/6)0. (Bc&o.croy—<ft>amij2§(3 

<ft>00^6n)1g1 


6)(U)Cn)c£b (BSOaJ 

6)00)51 o\>1o3 

3 

101/2011-12/6)0. (8cft>0.(5)y-00(53.00)1.01)1. 

<ft.00^6n)lgl 


6)(.nJOS(feS(3 

6)0cu)1o\>1o3 

4 

102/2011-12/6)0. (8<ft>0.(5)^.-0^(TulcQ)o 

(Sn£)0003oi)l<fe 


o^t£b(TOl6Tljloada5 

^oJc03®6TD68B(/3 

6)0CU)1o\>1o3 

5 

103/2011-12/6)0.(1cft>0.®)y-(318) (8 (05)0(8 oJO 

(SoDOOCiaouIrfe 


0(2)(_Slc£b (3Td)C1^ 650Cr0SlGCQ)0 6)(2CSlc& 
^oJc03O6TD6SB(/3 

6)aar)1o\)1o3 

6 

1O4/2O11-12/6)0.(8cft>O.(5)^.-061)5 00)6055 

(Snnooo3mjl<fe 


cro0c6Do8§a3cn) (a^)o (g^azT o^od) 

i Qcroo 

o 

6)00)510)51 o3 

7 

105 /2011-12 /6)0.(8c9dO.( 5)^.-O)yt.s1o9d6n)(53 

(Sn£l00080))l<fe 


(3Tam)on)6)0o^ ng)<fi>^oJ6)ao^ 

6)acu)1o\)1o3 

8 

1O6/2O11-12/6)0.(8c9>O.(3)^.-6)6)613(50)0 

(8n£0OO3(njlt£b 


c66)jei(3 6)6)0<n.cft)Ocn)Gca)O(Tj oil(orro 
(318(806121)6)00$“00) SJ cft>6TDcft4lo3 

S] nil 01)1 

6)00)51 cruloS 

9 

107/2011-12/6)0.(8oa,o.(a)y—6)oi>(8ao6n3 

Gn£)0003oi)1<fe 


OU(St.Sn4lo5 (80O(U)(53 (n51(n(8§O0lc06)(33 
iiJO(3§j(fl3((3 

6)00)51 o\>1o3 

10 

108 / 2011-12/6)0.(8ca.O.«5)y-(BnJO(3§6Tljla3 

(SnDOOOaouIrfe 


n0d£(h)(BO 00)260)10 

6)00)51 o\)1o3 

11 

109/2011-12/6)0.(5cft.0.(3)^. Cn)c0iKO8 

raranjOfflOOU (20 n06TT)o) 

nj1(U)1CQ)0(.Slce60)) 

12 

110/2011-12/6)0. (5 c9j0.(3)^.- gD.(n51.Sil.+ 

C3Yd(DCT\)(B(ff) 


SP02 (80060)10(8 (2n06]TOo) 

(8o3)^0g83l 

13 

11l/2O11-12/6)0.Gc9>O.(3)^.-nJ(/3(ri) 

CSYdODCrOCBCa) 


630<£b(n)lal0(8 (2 o06TT)o) 

(8o3d^0g83l 

14 

112/2O11-12/6)0.(Sc9>O.(3)^.-0(/3§l(S))2§l£ilg1 

(Sn00(5§06)(3)00n : |1 s»26mlg 

0)51.(31.00(38. 

15 

113/2011-12/6)0.(Scao.ffl)^.-6)6)6T3(SO)0c96)jej(3 0)51. Oil. 00(53. 

6)6)0{SL<a>OOU(Sca)OnJ (3 n06mo) 

16 

114/2011-12/ 6)0.(Sc9dO.( 3)^.-o0(53.g>.(U)1. 

6)6)6T3(5O)Oc06)jej(3 6)6>0{8(<&>O(ri)(Bc&,On] 

(2 n06OOo) 

0)51.011.00(53. 

17 

115/ 2O11-12/6)0.(8c&>O.(5)y-<ft>oo)y(8§(P(ro, 

(njla3(3, (n)cft,0(n(3 ( 4 o06OOo) 

0)51.011.00(53. 

18 

116/2011- 12/6)0.(B<&>O.(5)y-6)6)nO 6)0(0)ej < | > 2n3d08 

6)(U)(30orru(ScftiOnj 

onl.oil.00(58. 

19 

117/2011-12/6)0.(8cft>o.(O)^.—geicfc(SLS06n)1(£b 

630(3(8(515)0 


(sso(36rr)1oa>^g —ET-108 ( 4 o06rno) 

o)10))1c£6(ru 

20 

118/2O11-12/6)0.(8<ft.O.«5)y-6D£JdEb(Sl<£b 

630(8(5(313)0 


o)0J(3 (.01)1(38 

ojl(U)lcE6(n) 

21 

119/2O11-12/6)0.(5cft>O.(3)y-nJ(/3(Tl) £10(80183 

630(3(8(515)0 


OUlOUo (2 n06TlOo) 

oj1(U)1cE6(T)) 












(1) 

(2) 

(3) 

22 

120/2011-12/6)0.<2tft0.ffl)y-<31)1 OJnJ eft CTU 

630(3(2(013)0 


(2 n®mo) 

nJ°l(U)1cftCn) 

23 

121/2011-12/6)O.GcftO.O)^.-<2aT)0§ n£)CQ>(3 

nDlfn)1o06)(O3 


6300103 (5 KW) 

6)ocu)1mjla3 

24 

122/2011-12/6)0. (SeftO.85)^.-OJOoftJo 

n£ilm)lc96)(a3 


<2O003cU)1o0) fflOoMW 

6)ocu)1m)1a3 

25 

123/2011-12 /6)O.GcftO.O)^. <2nOO§ OJO§(3 

n£ilm)lc96)(a3 


S^613J 

6)ocu)1m)1a3 

26 

124/2011-12/6)O.(Bcft3.(5)y-(313)03 dft| 

n£)l(T1)lc86)(a3 


cft(l3§^20lot0 6)OnSUlCl3 

6)ocu)1cn)la3 

27 

125/2011-12/6)O.(S<ft0.85)(.--GnJ0gl(S(.nJ0n_|&JCQkl3 

nn1m)1<s6)(o3 


(UOcftJo <Ula30JD (T1)(S(.nJCQ)1o(J) 6)On9d°l(l3 

6)0(uil(n)la3 

28 

126/2011-12/6)O.GcftO.«S)y-(S£JR510) 6)Onailn3 

n£ilm)lc96)(a3 

6)ocu)1m)1a3 

29 

127/2011-12/6)0. CScftO.«5)y-nOOa3cU)1oO) 

n£ilm)lc96)(a3 


6)On9d1a3 

6)ocu)1m)la3 

30 

128/2011-12/6)O.e<ft0.«5)y-nr)003(U) n9dl0Q)(3 

n£)1m)lc86)(a3 


6)Orflfl(l3 

6)ocu)1cn)la3 

31 

129/2011-12/6) o.Ccfto.troy—(S(T)0(3<S6) 

n£)1(T1)lc86)(a3 


6)6nia3^|(n) 

6)ocu)1cn)la3 

32 

130/2011-12/6)0.<Jcft0.8S)^.-6rllO(l3(U) (T1)0 

a£flm)lc06)(a3 


6)On9d1a3 

6)ocu)1m)1a3 

33 

131/2011-12/6)0.<2cft0.(0)y-cftO(3aj(3 6)nr)(ljl 

n£ilm)lc96)(a3 


CU)y§1 6)On9dla3 

6)ocu)1m)la3 

34 

132/2011-12/6)0. (ScftO.KDI,.-ni)0(l3cu) 

n£)1(T1)lc86)(a3 


(.ruilejlocn 6)On9d°la3 

6)ocu)1cn)la3 

35 

133/2011-12/6)0.GcftO.RJ)^.-£JOOl<2 0)0(3 

(,SO(l3(n)n£l^n9da3 


aO<2g06)613J612!J (2 o{j)6n)o) 

6)ocu)1cn)1a3 

36 

134/2011-12/6)O.(B<ft0.«5)y-ej(2611IOO§dl 

(,SO(l3(n)n£)^n3da3 


go3cft^(B6njg(3 (4 r^erno) 

6)ocu)1m)la3 

37 

i35/2on-i2/6)o.ecfto.«s)^.—(.<®>ecQ>06riJ0(aim 

LSOa3(n3nfl^n9dCl3 

6)ocu)1cn)1a3 

38 

136/2011- 12/6)0.<2dftO.«J)y-nJOOPOO «S)0(S3)1ot0 

(.soa3(Ti)n£i^2na4a3 


6TH0C3rd) 

6)ocu)1m)1a3 

39 

137/2011-12/6)0.(Sdft0.(0)y-£JOnJ (SSOnj 

(,S0(l3(n)n£l^n9dn3 


(2 <#mo) 

6)ocu)1m)1a3 

40 

138/2011-12/6)O.(Scft0.(3)^.-nr)°l(SOO(SU)06ri]1a3 

(,S0(l3(n)n£l^n9dn3 


(313a)6)6)£JC1D(3 (2 nf)6mo) 

6)0(u)1crula3 

41 

139/2011-12/6)O.C2cftO.O)^.-nJo3(Tl) 630<ft(T1)l 

o1g<3 (4 ng)6mo) 

6)00)00 (2c96)0gsl 

42 

140/2011-12/6)o.eofto.8S)^.—(cft®s3)06n3 aflraira) 
(U6n3 aoG§OQ<ft(U6njlo3 an)l«s3oj(3 
oeasosln] 

6)6)0)00 <2c96)OgS3l 

43 

14l/2011-12/6)0.e<ft0.ffl)^.- tftau^§(3 ail«515) 6)6)0)00<2c86)0g83l 

(.nJla3(3 (313)ci^ an)<ftO(n(3 


( 1 ) ( 2 ) 


(3) 


44 142/2011-12/6)O.Gcft0.(3)y-nT)003(U) <2CU)OnJ(3 6)6)O)00(M6)0gS3l 

(S r#]T)o) 


45 143/2011-12/6)0.<2cft0.(3)^-<2(nJ06T)Lj <2nOO(3 6)6)O)OOGc06)Og83l 

nr)0(3eoo6rrilcft ori)cftO(536)oj(33 


46 144/2011-12/6)0.eoft0.(0)^.-6D£Jcft<2(S06n)1tft LSOO^(TUa£l^n3da3 

snjajDQajcnflom 6ruoeja3cru ( 5 ajmo) 6>ocu)lcn)la3 

47 145/2011-12/S)ffl.(Scft)0.CS) i 5 1 .—cft(ru^§6)6)0<n)cu) njo3oaool 

m)6)6)nj(20oolo(3 6)ocujl(n)la3 

O 

■4S—146/20 II- 12 /6)0.(2cft0.(0)y-Oo3§1 nJOOO-nJ03O(DOl- 

6)ffxugro3 6)6)amcru eoo6ri)1g(3 rarejaft' 6)ocujl(n)lo3 
cru(3s1t0«)ca3 dftjo§ol 


49 147/2011-12/6)0.(2cft0.(0)y-611J(B<J3)OgS3lc06)(O3 (313000§0l 

GcruaDol c9)i,06rul(r)o 

O o 


radSaejocru <2nnoo(ai5)l6)a3 ailei: 

63 died an ro3—(cftoaoaudS 3, 6, 7, 8, 13, 22, 42, 43, 
44 6Daja»<flS) 312, aojggajcfficeo 416. 

au^nilcstssig—(.ca>£2cncmc3 3, 6, 7, 8, 13, 22, 42, 43, 

44 6D<u®)ceffl 156, aoi33ajqd)c96) 
208. 


3(3nejocru Cacooo rainJoeiloS eielcosijfm rareajonoao 
oil w oil cm jo ODOoaxujo—19-9-2011, 4 06ri)l. 

3(3<^ejocru <2nD0Oo ailraSnjao ora(Ucn)0(T)l<flS)jcnD raflcnxotojo 

ODOCQXUJo -26-9-2011, 4 061T)1. 

odS^ejoarujcftoS £je1<2c96)6n§ raraaiaruom «s)1<r»o)1(n)jo 

ODOQaxUJo -27-9-2011, 1 0613)1. 

3(3<^eioamjcft,a3 o)jo>e6)jcm o)1(rara)1a3)jo ciDoaxaijo— 

27-9-2011, 3 0613)1. 

(3(3^£]OOn)' <2a£)0O63Bg2o cftJSjtOMOS (Ul(U ffl 6313gjo 

(.nil Cl803)1 n_|0a3, 0)0161336)0(1?^ 6)OCU)1c06)O3 GcftOGgBj/ «5)^OD](3, 
a®o. sjI c03Ooj-68o 596-o 3 aolanojo eie^ooenb. 3(3<^eioa3) 
(BaOOOo O)nJ0eilo3 C318)OJOa^OJggOJ(3 50 KDnJOOS n_IO(3SS! 
0130)1 cft> ootr»1 63oeoo 3(3<^eio oolmjo 06m1 63 o (3 an o oral 

C313CQ)CBcS6)613S«5)06rO. 


Govt. Medical College, (Sd.) 

Thrissur. Principal. 


TENDER EXTENSION NOTICE 

No. Cl-1355/2011/MCTCR. Uth August 2011. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of following items required for 
the various Departments of Medical College, Thrissur. 

Approximate Cost— 20, 45,000. 

Cost of tender forms: 

Original— 312 for SI. Nos. 1, 3, 4, 6, 7, 12, 14, 








15, 17, 19, 20, 21 and 416 
for others. 

Duplicate— 156 for SI. Nos. 1, 3, 4, 6, 7, 12, 
14, 15, 17, 19, 20, 21 and 
208 for others. 

Closing date and time of tender sale by MO — 
22-9-2011, 4 p. m. 

Closing date and time of tender sale by cash — 

29- 9-2011, 4 p. m. 

Last date and time for receipt of sealed tender— 

30- 9-2011, 11 a. m. 

Opening date and time of tender—30-9-2011 
(from 2.15 p.m. to 4.30 p. m.). 

The tender forms and further details such as 
specification, general conditions, etc. can be had from the 
office of the Principal, Medical College, Thrissur- 680 596. 
Those who wish to get the tender form by post should 
send 50 extra by Money Order towards postage for each 
tender. 

rai^jdi 6)fflcu)lte«)«58 Gc&ocsgeslaej cnlculu) cuiliT : |0(3§ffli2agj 

<ft>gl(B£j<flS) cm^cuaD^aocs) raioeMPijjoasjcrn gnjca>ra6m63i3c<3 

(u1(TO(a6Tno einJcgjcrorailcTi aRsruocrujeocuffljgg mj(36iai^| 

BcaciejocrujcftiaS ^i3d6rriln-|ifflcfti033]aD]. 

n®<ft><i3cra rares©>ra3 raij a— 20 , 45 , 000 . 
odS^eioani <2a£ioorar5il6ia3 oiler 

(313011(53-(.<a>®OXnj(3 1, 3, 4, 6, 7, 12, 14, 15, 17, 19, 

20, 21, 6D QJ OaT C06) 312, 12 O ] 63<3 Ol c06) 

416. 

nJc&dSnj-(.<031200011(3 1, 3, 4, 6, 7, 12, 14, 15, 17, 19, 

20, 21 6QCliW&a 156, ffl O) 33 (11 W SS> 

208. 

odS^eioaro (Baeooo rainJoeilraS eielcMijcm rareaimiocn 
(ilTlasrailcffiJo OrufflOClIJo-22-9-2011, 4 2!6nTI. 

3(3<ieioaru Qacooo <u1ra3<jjai (araajouoaoltesijano railasratojo 

ODfflOffiClIJo-29-9-2011, 4 2)61101. 

<3(3neioaro2<fca3 eie1e<es)6ne raraajciDoari rail cm rail (rnjo 
aumcmajjo—30-9-2011, 11 2)6rril. 

B(3<iejoaDjoa>o3 raij 0.0613 cm rail <m tail <mjo cniacmaijo— 

30-9-2011 (2.15 ffljrairaS 4.30 01610). 

<3(3neiocni' Ganooesngjo ca.jsjraira3 cnloio 63i3gjo 
Lnjla3aiiln_|oa3, aioj6n36iao3 1 ' 6iacu)1c96ira3 G<0>oegK!, rai^o 33d!, 
ng)o. si. cft.ooj-680 596-ra3 odIodjo eie^mo6rii. odSneioani 
Gaeooo rainJoeilra3 rarajaias^ajggajdi 50 rainJoraS nJ0(3©s 
rare ail cO) a 0(s»1 aocsrao ocS^eio anlaijo a6m1 sodScui ocxml 
rarecs)(Sc96i6nerai06m. 


SI. 

No. 

Tender Number and 

Name of the Equipments 

Name of 
Department 

(1) 

(2) 

(3) 

1 

3/2011-12/MCTCR—Overhead 
projector-Deluxe (2) 

Physiology 

2 

5/2011-12/MCTCR—CPR Manikin (1) 

Physiology 

3 

9/2011-12/MCTCR—Microelectrodes 

Physiology 


(1) 

(2) 

(3) 


for cellular potential measurements(l) 


4 

12/2011-12/MCTCR—Incubator (2) 

Biochemistry 

5 

13/2011-12/MCTCR—Flame Photo¬ 
meter (2) 

Biochemistry 

6 

16/2011-12/MCTCR—Horizontal 

Biochemistry 
submarine gel 

electrophoresis 



system (1) 


7 

17/2011-12/MCTCR—Power pack (1) 

Biochemistry 

8 

18/2011-12/MCTCR—Voikx mixer (1) 

Biochemistry 

9 

21/2011-12/MCTCR—Cold room 
with cooler unit (1) 

Microbiology 

10 

24/2011-12/MCTCR—Laminer flow 
cabinet (2) 

Microbiology 

11 

25/2011-12/MCTCR—Lab Glassware 
instruments washer (1) 

Microbiology 

12 

30/2011-12/MCICR—Deep feezer (1) 

Microbiology 

13 

33/2011-12/MCTCR—Medical 
refrigerator (5) 

Microbiology 

14 

34/2011-12/MCTCR—All glass quartz 
distiller (1) 

Microbiology 

15 

35/2011-12/MCTCR—UV Spectra 
photometer (2) 

Pharmacology 

16 

36/2011-12/MCTCR—Thin Layer 
chromatography (1) 

Pharmacology 

17 

37/2011-12/MCTCR—Centrifuge (1) 

Pharmacology 

18 

40/2011-12/MCTCR—Laboratory 
Microwave oven (1) 

Pathology 

19 

42/2011-12/MCTCR—Document 
Camera for projecting objects 
though LCD (3) 

Pathology 

2D 

46/2011-12/MCTCR—Public Address 

Central 


system/1) 

Library 

21 

47/2011-12/MCTCR—LCD TV with 
wall mounting bracket 

Pathology 

22 

32/2011-12/MCTCR—Incubator 

BOD (2 ) 

Microbiology 

23 

64/2011-12/MCTCR—Kitchen 

Paramedical 


Utensils 

Ladies and 



Men’s Hostel. 


Govt. Medical College, (Sd.) 

Thrissur. Principal. 

TENDER NOTICES 

(1) 









No. S2/11615/2011/MCC. 1st August 2011. 

Sealed competitive tenders in the prescribed form 
are invited from the manufacturers or authorized 
distributors for the supply of 300 mA X-ray Machine— 
1 No. for the Department of Radiodiagnosis of Medical 
College, Kozhikode. 

The envelop containing the tenders should 
superscribed as Tender No. S2/11615/2011/MCC for the 
supply of 300 mA X-ray Machine due on 30-9-2011 and 
should be addressed to Principal, Medical College, 
Calicut-673 008. Belated tenders will not be accepted. 

Cost of tender form:— 

Original— 1,560 
Duplicate— 780 
By Post— 1,600 

Sale of tender forms by Post will be closed— 
20-9-2011, 3.30 p. m. 

The sale of tender forms will be closed—29-9-2011, 
3 p. m. 

Last date and time of receipt of tender form— 
30-9-2011, 11 a. m. 

The tenders will be opened at 11.30 a. m. on 
30-9-2011 in the presence of such tenderers or their 
authorized representatives who may be present at 
the time. 

Intending tenders can obtain tender forms directly 
or by registered post on payment by money order 
from the Principal, Medical College, Calicut. Tender forms 
are not transferable. Cheque, Draft, Postage stamps etc. 
will not be accepted towards the cost of tender forms. 

Each tenderers should send along with an agreement 
signed and executed in Kerala Govt. Stamp Paper worth 
100 and EMD @ 1% of the total cost of the items 
tendered for. Rate should be quoted against payment in 
Indian Rupees only. The tenders without the required 
earnest money deposit and agreement and not 
satisfying the other tender conditions are liable to reject 
without any notice. Duplicate copy of the tender forms 
can be obtained on payment. Demonstration, if required, 
should be provided by the firm at their on expense. 

Further details can be had from the office of the 
Principal, Medical College during working hours. 

cb cftios>1 e <as >os afflcuul ceffl(o8 cBtaocg ssloej 

CBOon 1 cscs»ocm(i»c(moaru 1 am Qileoaxartsflcseicee) 300 n^o.n^). 
n^eftcruGO oizioiila3 Qj1®)(06mo 6)£dc§>j cm «nl eejoBO 

mldSamocmocMglraS crilcmjo rareotola^o) ojlKtxasmcefflOffllroS cnlcmjo 
ffljLoojef gHsru fflos1quDocngSTCT)l£q33 BcS^eio cruj <a>c/3 
cMJsrrfliqiacfoosstcm]. 

Qc3nejocru2cft>c/5 a®cru2/ii6i5/20ii/r^o(m1crul n^am 


(B(2iaej5’JCB«5T5)OS2c9>]Sl Lrdltl3(TUln_|Oa3, 6)fflOJDl(flS)«53 Gcft,0(Bg83, 
e<ft>0<plCBc9S)0S-673 008 o^CTT) Clil £10 01) 8513)1853 (313CBX8c0S)6ng85)O6rf>. 

30-9-2011 cn ffloculfflei n fflsmlcoffljeasnsdo ejelcosijom 
[3<3‘‘>ejocn)3<ft>c/3 crujl<ft,(alo9S)jcm«nej. fl(3^eiocn)jca>a3 30-9-2011-cn 
raoculoei 11.30-cn 3c3<i£io cruj<ft>o offKigetmo raraocnl 
Lruc3floolcblcQ)jS)sccQ>o cruotml 

[3c3^£JO(ru (Ba£0O6313«3 <Scft>O(Pl(Bc06)OS 6>!2CUjlc8S)«s3 (Bcft>0eg83 

LrJln5crdl(jjogl6)cig rai^oclablasS crilcmjo 29-9-2011 6)6)OJcft>2csaT>0o 

3 i26m1(U6)ffl Q(no1§jo 20-9-2011-cn mjcnj a6m1 630(3 ojd(3 

{ffloascffi cOSijciDnJcaiiio osIcruegiScu) ®inJora3 ajesuoDccsjo 

eje^ao6rf). B(3<^eioonj csnnoo63T3gjff)S oileicoioiMl m6m1 630«Scux3 

aiplffl* 6)njc96), Ltnuonco, QnJOcruasS orooonj ajanejocmtij 

crujIcfcaltSOiaTKmej. 

o 60 

3(3^£iocru csaDOORsroilfflag ailei: 
oiacnxaS — i,560 
aJc£b(3a_|- 780 

oinJOcnS ajQ6ij(n — 1,600 

100 afleicffljgg (BcSiOg aolaa/les) 

aoar^c&m/lfipgg cn)mzKD)nj(.«r>° 1 % mlffl«5)(.3cu^eraTa)osjca>2sl 

3^<^ei0(Tul6)(T)0n_|o (TO 12(3 ojl <3 <06)611585) 06m. Oll£J<0>«3 gDCK5M>a3 
rajnJCffilcaS eo6uffln : |sje(!3TO)6n§(roo6nb. BcS^eiocro Gacoo63i3«3 
fflOAaogo 6)nj^)oa3 ruosjggtroej. rairajajtra^OajsjaDnJc&iiio 
LojQK3asi®cn cMdacm ajffllccraocoltSSijcmtrolcnocQ)! gnjcfcosmo 
anosfflOGcOfflsrecmosrn. rusmo c9T8Str»c9S)jcmrUcM3o au^jojletssig 
3(3<ieiocru GaC0O63Bc/3 ejeltsojcmanosm. 

(T)1 6TU (TU) 00 eft. «3 nJ 0 £)1 SS) 6) n_| S 0 (01® B«iri£JO(TU2ca>a3 
<I»O6)8J)O02 izijcrnolcTQflr^j^ 0 cft>2S06)8» rol0m51c96)2aT>a5)O6rn. cftjsjKntoS 
Oj1oj063Ba3 LnJtTU 85)J85) (313)aO 1 (Tol8)3 CnlOTDJo C<“>-l®TCT>3 
cruao2)63Bgl853 eje1<s6)jcnr)85)06no. 

Specifications 

The equipment should be approved by AERB for clinical 

use 

1. Generator—Fully rectified, two pulse X-ray generator 
of atleast 40 kw output capable of supporting 
X-ray tube. 

2. Rating 300 mA at 125 kvp in large focus. 

3. Compatible Phase reducing transformer. 

4. Console with digital display of exposure and selected 
parameters. 

5. Kvp incremental rise in small steps. 

6. Radiography kv—40 to 120 kv. 

7. Maximum radiography mA—300. 

8. Exposure time 10ms to 2 sec. 

9. Overload indicator, minor voltage compensator and 
exposure switch with lengthy cord. 

10. X-ray tube—Two numbers of tube with maximum 
heat loading capacity 2.125/20/40 kw. 

11. Light beam diaphragm. Manual/Motorized. 

12. Motorized bucky. 


13. Floor ceiling column stand. 

14. Motorized table with 90° vertical amnd 20-30° 
trendelenburg tilt. 

15. Shift able table top—motorized 50 cm cranial and 75 
or more caudal movement. 

16. Safety switch to prevent accidental tilt. 

17. Footrest, handgrip and headrest. 

18. High tension cable pairs of 8 meter length. 

19. Vertical Bucky stand with facility to attach child 
immobilizing cradle. 

20. Accessories: 

(1) Lateral cassette holder with stationary grid 
(15"xl2" size). 

(2) Detachable cones and diaphragm for PNS and 
mastoid—One each. 

(3) Patient immobilizing devices specific for 
pediatric use. 

(a) Velcro bands. 

(b) Standard compression band. 

(c) Velcro strip. 

(d) Pigg—O—stat infant immobilization cradle. 

21. Radiation Protection accessories: 

(a) Radiation protection sleeve for oediatric use— 
2 numbers. 

(b) Gonad and thyroid shield—2 numbers. 

(c) Lead aprons—2 numbers vinyl coated light 
weight with 2.5 mm lead equivalent. 

(d) Three fold lead protection barrier. 

22. X-ray fild cassettes with high speed intensifying 
screens: 

(a) 15"xl2"—4 Numbers. 

(b) 10"x8"—6 Numbers. 

(c) m"x 6 l / 2 "—6 Numbers. 

(d) 12"xl0"—5 Numbers. 

23. Film handers channel type: 

(a) 15"xl2"—25 Numbers. 

(b) 10"x8"—25 Numbers. 

(c) SW'X&A ”—25 Numbers. 

(d) 12"xl0"—50 Numbers. 

24. Film processing tanks: 22.5 liter capacity with lids 

—3 Numbers. 

25. Film hanging clip—100 Numbers. 

26. X-ray film blocker/divider: 

(a) 15"x6"—2 Numbers. 


(b) 12"x5"—2 Numbers. 

27. 2 ton AC with 5 KVA Voltage Stabilizer. 

28. Warranty—2 years for X-ray equipments from the 

date of commissioning. 

29. AMC—After the expiry of warranty period for 7 years. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached along with the tender. 

2. The firm should arrange demonstration of the 
equipments, on demand, at their own cost. 

3. 2 years warranty should be provided from the date 
of installation. 

4. CAMC/AMC should be provided. 

( 2 ) 

No. S2-11561/2011/MCC. 1st August 2011. 

Sealed competitive tenders in the prescribed form are 
invited from the manufacturers or authorized distributors 
for the supply of Reagent Kits for Miscellaneous Tests 
for the Department of Biochemistry of Medical College, 
Kozhikode. 

The envelop containing the tenders should 
superscribed as Tender No. S2-11561/2011/MCC for 
the supply of Reagent Kits for Miscellaneous Tests due 
on 28-9-2011 and should be addressed to the Principal, 
Medical College, Calicut-673 008. Belated tender will not 
be accepted. 

Cost of tender form : 

Original— 1,040. 

Duplicate— 520 . 

By post— 1,080. 

Sale of tender forms by Post will be closed on 
20-9-2011, 3 p. m. 

Last date and time of sale of tender form— 
27-9-2011, 3 p. m. 

Last date and time of receipt of tender—28-9-2011, 
11 a. m. 

Date up to which the rate are to be firm—31-3-2012. 

The tenders will be opened at 11.30 a. m. on 28-9-2011 
in the presence of such tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers can obtain tender forms directly 
or by Registered Post on payment by Money Order from 
the Principal, Medical College, Calicut. Tender forms are 


not transferable. Cheques, Drafts, Postage Stamps 
etc. will not be accepted towards the cost of tender 
forms. 

Each tenderers should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. 

Rate should be quoted against payment in Indian 
Rupees only. The tenders without the required Earnest 
Money Deposit and agreement and not satisfying the 
other tender conditions are liable to reject without any 
notice. Duplicate copy of the tender forms can be 
obtained on payment. Samples for the quoted items 
should be submitted on demand. Cost per ml, per pack, 
tax and rate includiung tax should be indicated separately. 

Further details can be had from the Office of the 
Principal, Medical College during working hours. 

(Scfto^lecBaos omcuilcsarajS (8ca>oegsslaej 6me<®offl<ftffl1cru(sl 
tnleo coois/l tsejcea oIcBcoissoijr ta,1gjca.a3 (mlcrueejcnlccscn) 
6)snrujtft)a3) culanosTDo aija^crnrailcsejcsa cnlcSmaotrooceaglroS 
cnlcmjo raraocolce^tm aj1(5)ffl6n)c80o®l(58 cnlcrojo 
am)aos1auDocn(gtiT)l£j)99 3(3^£iocn)2<ft>u8 cMd6mTqiad3i099)am 

3c3riej0 cruj cft>C/3 a®m)T/l156l/201l/ri<j)o(n)1cn)1 n^CTTD 
(BaaeHPjerarswsjdaqsl (.nJlaScrulnjoaS, aaojoltsaraS e<ft>CKBgs3, 
Gca>0(Pl(Bc96)0S-673 008 ng)CTD Oil ejO(TU (515)1(53 (3I3(TM2)CSc0®6ITe(5)O6rf>. 

28 - 9 - 2011 -cn ® o oil a ei n aanltea j e oa rad o ej el tea j on 

3^rieiofrojca>a3 cmilc&altsajcrnanej. 3(8‘'‘eiocn)jcft>«3 28 - 9 - 2011 -cn 
acxulaei 11.30 manlcs® 3(3<^eiocrujc9)O0ao^cBCQ)o rareocnlca^ra) 
n®s3cig1fflage<i»o (moanlraD^rarailraS oijocoaaajsjo. 

Q^nejocru Ga£)0O6SBc/3, Gcft)OS>1(Ste«)os aaajDlc9SK53 ec&oegss 
(.njla 3 crolijjog 1 aag aonnlcnilraScrilanjo 27-9-2011 aaoicaqisanao 
3 manlaia® ecnolgjo 20-9-2011-cn ajcrn manl aodicu)c 3 
rare cox® <003 an njcftaio asslaucgcScu) rainjaraS aqctajcnasjo 
eje^ffloan. 3 ( 8 <^ejomj Qa£ioo 63 T 3 gjas afleKKOol osml 630 ( 8 cux 8 
aiplOcO) arUcO®, icwoancj, GnJoanraS aroocnj mjOTiejocoxu 
(Tuj1ca)0lc0aian(5)ej. 3c3neiocro Ga£)0O63Bu3 aaca.aooo anj<raoa3 

6 sv) O 121 

njosjggraiei. 

3(3<^eiocro dnnoo(3T3)lac^ oilei: 

(31300(58 1,040 

o_Ic&>( 8 a_j 520 

( 3 )nJ 0(53 fflJ(S 6 UO)- 1,080 

100 oflejcsijgg dca>0g ajL3 (315)1(38 cnlaailra) 

ao(3)^ca>(D)1ejjgg oom2(3)nj(.(3)o 1 % cnl0(D)L3(U^e(3i3)OS2<ft)js1 
3(3<^eiocro1aa^ c&jas anmfSojIcs.flaaTerawan. oj1ejca.a3 gnas^aS 

cq) 1(33 easuanjsj goto )013 ram an. 3^^000 daDooo 
aacfcaogo anj<5>oo3 njosjggraiej. rar^cncre^aiT-isjannJdMdo 


njaldoDocjocncdjceaoQal crooohlgjcejaS nnoesaoeceaaTeraoan. 
njcrno orescfficoaionrUcOiHo (u)UnJI(Sc9®6 3(8<^eiocro dnnoo63i3o8 

o sv o 

eielcsajcmrawan. 

o)l6njou)cnca>c^ njoeilcoaorysoraro) ocS'^eiocrojcSjaa moaraioaj 
ajcrnotolnjjo cOjjso a®) cn1®oo1c9ajcm(3)oan. cfcjsjrairaS ciilcija63i3«3 
(.ojcro(3)j(3) aoadoolraS cnlanjo (.nJaj(3rar5)1 3l<ncn)63Bg1ra8 
ejelteajcm cowan. 

Schedule 


Item Quantity 


1 SGPT*—IFCC Kinnetic—20 ml 30000 ml 

(1500 Nos.) 

2 SGOT*—IFCC Kinnetic—20 ml 30000 ml 

(1500 Nos.) 

3 Calcium—Arsenso Method—10 ml 4000 ml 

(400 Nos.) 

4 Phosphorus—Molybdate method—10 ml 4000 ml 

(400 Nos.) 

5 Creatinine—Jaffe’s Method—50 ml 40000 ml 

(800 Nos.) 

6 High sensitive C-Reactive Protein—96 Tests. 1 kit 

ELISA (complete 

test kit) 

7 Uric Acid—Uricase method—50 ml 3000 ml 

(60 Nos.) 


Should be of long expiry (atleast one year). 

*For SGPT and SGOT Lyophilised powder preparation 
preferred. 

Special Conditions 

Authorization letter from the manufacturer for the 
supply of the items should be submitted along with the 
tender. 
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No. S2-11562/2011/MCC. 2nd August 2011. 

Sealed competitive tenders in the prescribed forms 
are invited from the manufacturers or authorized dealers 
for the supply of Reagent Kits for Liver Function Tests 
and Routine Tests for the Department of Biochemistry of 
Medical College, Kozhikode. 

The envelop containing the tenders should 
superscribed as Tender No. S2-11562/2011/MCC for 
the supply of Reagent Kits for Miscellaneous Tests due 
on 28-9-2011 and should be addressed to the Principal, 
Medical College, Calicut-673 008. Belated tenders will not 
be accepted. 

Cost of tender form : 





Original— 1,040. 

Duplicate— 520. 

By post— 1,080. 

Sale of tender forms by Post will be closed— 
20-9-2011, 3 p. m. 

Last date and time of sale of tender forms— 

27- 9-2011, 3 p. m. 

Last date and time of receipt of tender form— 

28- 9-2011, 11 a. m. 

Date upto which the rate are to be firm—31-3-2012. 

The tenders will be opened at 11.30 a. m. on 28-9-2011 
in the presence of such tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers can obtain tender forms directly 
or by Registered Post on payment by Money Order from 
the Principal, Medical College, Calicut. Tender forms are 
not transferable. Cheques, Drafts, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 

Each tenderers should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. Rate should be quoted against payment in 
Indian Rupees only. The tenders without the required 
Earnest Money Deposit and agreement and not satisfying 
the other tender conditions are liable to rejected without 
any notice. Duplicate copy of the tender forms can be 
obtained on payment. Samples for the quoted items 
should be provided on demand. Cost per ml, 
per pack, tax and rate including tax should be indicated 
separately. 

Further details can be had from the Office of the 
Principal, Medical College during working hours. 
(Phone No. 0495-2350212) 

cscftoylecSfflos oacublcesOTiS (Bc&oegssloej 6me<n)06ioa>[2lcr\)(sl 
aj1eocn«5rafl(sejc9S) oleocsssaif <ftngjc&>c/3 <u1raiffl6nio 

raflGejcW) cn1(3(2i2io(moc0fflglR53(rilnT)jo raraoui°)<ft> 2 ,®i ailrairasm 

■saoralraiS crilcmjo ajLOfflaiij taroruaosimireocnrarefl euas 
3(3a£jo(Tujca>u3 <afliSTT)liq)ac9i03a)aDi. 

3(8<iei0 CHIJ cft>(/5 n^CTU 2/l1562/201l/ci£)oCni1(ni1 ng)Cm 
eaoejtf>jc85rcf)osjca)2s1 (/dl cri mil njo c/3, aacuilcWxoS ctcftOGgsl, 

(B<ft>0S>1(B<flS10S-673 008 a^OD ajlejOCru«5TOTlR53 (3reCD)cb)(Bc8S16rTgrai06rn. 

28-9-2011-cn ooajloej 11 msmlcoajeasnSdo ejelcosjcm 
[3(8^ejocTU2<ft>o3 (rojlAffllcsajanraiej. 3(6^£iocni2<ft>c/3 28-9-2011-01 
raoafloej 11.30 m6nil<ss> 3^^ejocrujtft)Offlacigcs(s»o rare oc/>°) casern 
o®ssatj1fflaije<i»o aoiocmltiu^rarailraS (mjDcesifflnjsjo. 

flcSagjoanj (Bn£)0O65T3(/3, Gcft>0S>fcce6)0S aa(u51c0S)K53 (B<ft>0(Bg8S 
LnilaScruliTjoglffla^ raormlauMailaT^o 27-9-2011 s>ffl(U<a;;Ganfflo 
3 ffl6m1aifflffl eciDffl1§jo 20-9-2011-01 ajcrh a6m1ao(3cu)(3 
raretrs csajcm ojcaaio oesIcniGgcSoji rainJoraS aqerajoicD^o 
eje^aoraf). 3 c3«£iootj csnreooesregjas aileicn>ocn>) a6ml 630(3cux3 
63s>1fflca> Qnjss), [otioaog, CnJoauraS otuooij aqraiejocmcu 
cmriajcalceajaTKroej. 3(3ciejoaru GaDooraBc/S 6i6i<&>[2ogo 6injcg>oo3 
njosjggcmei. 

3 ( 3 <Teioom csnreoorareflffla^ ailej: 
rareonra 3 — 1,040. 

(TV) ’ 


fiJc9D(3fi_J- 520. 

rairuoraS mjesucn— i,oso. 

100 ojlejcnjjgg cscftog ajLBaJL®)rorailraS cnlasnlcm 
aocm^eft.<r»lejjgg mi(22(01 n_i(.colo 1% ailffl(oi(.3(U2jCBcaioios2cft)2sl 
3^ciejocrulfflag <&]6is oufflc6<Tjl<Sce6i6TTgrai06rn. (9jlej<&>c/3 ^001^06 
rajnjcnM Gffl6uan_|S2(B(OTOi6n§(oiosrn. 3(3cieio(ri3 (Snreooo 6i6icft>[2ogo 
6in_icg>oa3 ajosjggtoiej. cOT^cHcre^ffln^crnriJdMdo njoltjcreoaioios 
<esiocs»1 <roocnilg2<a)C/5 oDOsraocscesisnscoiosrn. nJ6mo rares<b)ce®2mi 
rUcftaio (uU)2<ril<s<flfiig 3(3<^eiooni Gnreoo6SB«3 ejel<ssi2mi(oiosni. 

mlrairruioicaaS ruoeilcSSiOnjsoraTOi 3(3oeio(rujca>t^ woexmoa^ 
ajcmolcsDlryjo aijsoarai crilramilcasijaTxoiosnD. ca^rairaS (iilcu(063i3a3 
(.njcru ( 0 i 2 ( 0 i 630a£i°lcni1(o3 cn1(m2o c^-irvic3 caroil 3lcucni63Bg1(o8 
ejelcsajoTKOiosifi. 

Reagent Kits for Routine Tests 

Schedule 

SI. Item and Pack Quantity Remarks 

No. Specifications Size Required 

1 Urea—GLDH—Urease 40,000ml To be supplied 

Method 50 ml. (800 Nos.) biomonthly 

and should be 
of long expiry 
(At least One 
year) up on 
reconstitution 
it should be 
stable through 
out the pres¬ 
cribed period 

2 Glucose—GOD-POD 250 ml 70000 ml do. 

Method end point (280 Nos.) 

3 QC—Normal 1x5 ml 400 ml Should be of 

(80 Nos.) long expiry 
(At least One 
year) 

4 QC—Pathological 1x5ml 300 ml do. 

(60 Nos.) 

Should specify the preparation of the reagents as to 
whether they are in solution form or as lyophilized 
powder. For Glucose and urea lyophilized powder 
preparation preferred. 

Reagent for Liver Function Tests 


SI. Item and 

No. Specifications 

Pack 

Size 

Quantity 

Required 

Remarks 

1 Total Protein—Biuret 

50 ml 

30000 ml 

Should be of 

method end point 


(600 Nos.) long expiry 
(At least One 
year) 

2 Albumin—BCG 
method end point 

50 ml 

30000 ml 
(600 Nos.) 

do. 

3 Bilirubin Total—Diazo 
method end point 

50 ml 

30000 ml 
(600 Nos.) 

do. 

4 Bilirubin Direct—Diazo 
method end point 

50 ml 

30000 ml 
(600 Nos.) 

do. 








5 Alkaline Phosphatase* 20ml 30000 ml do. 

—P Nitro Phenyl (1500 Nos.) 

Phoshate Kinetic 

*Lyophilized powder preferred. 

Special Conditions 

Authorization letter from the manufacturer for the 
supply of the items should be submitted along with the 
tender. 
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No. S5-11618/2011/MCC. 3rd August 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
distributors for the supply of Head Fixature to the 
Department of Neurosurgery, Medical College, Calicut, 
Kerala, India. 

Estimated Cost— 7,75,000 

Cost of tender form: 

Original— 1,560 
By post— 1,600 

Last date of sale of tender forms by Post— 
20-9-2011, 3.30 p. m 

Last date and time of sale of tender form— 
27-9-2011, 3.30 p. m. 

Due date and time for receipt of tender—28-9-2011, 
11 a. m. 

Date and time for opening tender—28-9-2011, 
11.30 a. m. 

Date upto which the rates are to be firm—31-3-2012. 

Person to be addressed for buying and submitting 
tender form—Principal, Medical College, Calicut, Kerala, 
India, Pin-673 602. 

Tender forms and details of tender can be had from 
the Office of the Principal, Medical College, Calicut, 
during working hours (Phone: 0495-2350212). Tenders 
should be superscribed with Tender Number as specified 
below. The tender should be submitted along with an 
agreement executed in Kerala Stamp Paper worth 100 and 
Earnest Money Deposit @ 1% of quoted price. Stamp 
Paper will be supplied to the firm outside Kerala, on 
request along with remittance of 150, 100 towards the 

cost of stamp paper and 50 as incidental charge by 
money order taken in favour of Principal, Medical College, 
Calicut. Specimen copy of the agreement is annexed with 


The tenders without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheques, Draft, Postage Stamps etc. will 
not be accepted towards the cost of the tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed above. Belated 
tenders will not be accepted. 

CB<ft>os'lG<flS)os 6)i2cu51ces>K53 Gcftoegsfloei cnyeoocnwaesol 
afleoajcsrrolGejcSffloojc/a^aocrs 6)ancu5a£fl<fecnx3 ( 06)O6mo) aflanosnoo 
0nj<^an«»1(Bejc9S) ODlcBmaoanocOfflglraS cnlcmjo cmaocol 
(mlejcaaoralraSroloDjo ajiracu^janjo a«5ru(aocu1n3do1cmmocQ)(mji2iocm 
ra(3^eiocrojca>a3 cMi6TiDliq)g)<&>099icro). 

rards&raS anjcft.— 7 , 75,000 

rblfflcmi3fm,o—assnecS sinjagijan otijc&cqjjsis aoj aaanmocno. 

3(3<^eiOCTU CBtiDOOKSTWlSKI^ Ollej : 

(OTdmxuS- 1,560 

cro ’ 

oJc03(3a_J 780 

rainJoraS cnipl— 1,600 

o^>^eio(ru (Bn£i02]2<ft.a3 anoJoraSanpl cnlraiSiTjro anlaqcro 
(mlocscmlojo CTumcnxnjo—20-9-2011, 3.30 asrrfl. 

BcJcieiocru GaDoajcSjC/S eao(a1§ eielcSSijanD rareaicruoro 
anlcrsantojo cTuaauajjo— 27 - 9 - 2011 , 3.30 anrfl. 

<3dSi£iocn)j<ft>u3 crujlcftffllcosijcm rardrucruocn anlcffianlasjo 
CrufflQffiajJo-28-9-2011, 11 fflCTTfl. 

3(3(ieioarujoa>a3 anjOcWijan anlasanloffljo crua<r»(ujo— 
28-9-2011, 11.30 asm! 

<3(3^£iocruj<ft,c/5 ‘cncrucS a®mj5/ii6i8/20ii/ci^ocnilcruT a®om 
(Bffloejipjeraraiosjcaqsl ecnolg cnroScftjcSjCBcfflo 
amcu)1c9SKn3 G<ft>o<3gs3, GcfroiplGcOfflos-s a®om ailejocnxortnlraS 
(3racr»(mcsc06isrera)jfflO6rn. s>6)<u,ft>1 ejelceojan fl^™ejocrujcft.u3 
cruilAolcOffljanDcmei. ooirieiocrujc&c/l ajc&glRRS 
ralajcruo ooailfflej 11 . 30 -rn 3(8<^eiocn)jcft.offl6ici3ecr»o raidoailcft^an 
LoJ«5ilchla)lcQ)j6)S(S(r»o cmoorhlau^amrilasS (mjocosifflijjsjo. cainJoeilroS 
eielecssisns otS'^eiocru eaDoo«5roil6)n3 (ulejcffiocml asml 630c3cux8 
63ipl6)ca> ffl6ioocmio cruj°lcft,ralc9fflicm(roej. 

OO o 6\j 

100 rulejcffijgg (Bcftifflg aji. 3 n-i(.«s>ssimlcoS cnloailon 
fflOR5)^cft.(S2)lejJgg Crum2R51nJ(.®1o CU0O13R5K51 fflljcft. CD)J6)S 1% 
(rilffloiLratu^ecaroiosjcSjjsl 3(8<^eiocnil6)cig<ft)26is or>a«ii^1(Sc8ffl6rig«no6Tf). 


cOjjsjrairaS (Ulajffl63i3c^ (n-imlsnjan 630a£iTcrul(i53 mlcmjo 
Lrum^rannl <3l<ucru63i3g1ra3 ejelcOSijaDanosrn. 

Specification 


SI. 

No. 

Item 

Quantity 

Set 

0) 

(2) 

(3) 

(4) 

1 

Mayfield 2000 skull clamp (A 2000) 
with button head screw (4-1B-1171) 

1 

1 

2 

Mayfield adult reusable skull 

Pin (A 1047) 

6 

1 






(1) 

(2) 

(3) 

(4) 

3 

Mayfield child reusable skull 

Pin (A 1048) 

6 

1 

4 

Mayfield 2000 adjustable basic 
unit (A 2001) 

1 

1 

5 

Mayfield ball cocket adaptor 
(A 1064) 

1 

1 

6 

Mayfield horse shoe head rest 
(gel) (A 1012) 

1 

1 

7 

Mayfield pediatric horse 
(shoe head rest) 

1 

1 


Special Conditions 


1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty: minimum 2 years. 

4. AMC and CAMC: minimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

(5) 

No. S4-11617/2011/MCC. 3rd August 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
dealers for the supply of Electro Hydraulic Operation 
Table—One No. to the Department of Paediatrics, 
Medical College, Calicut, Kerala, India. 

Superscription—Tender No. S4-11617/2011/MCC for 
the supply of Electro Hydraulic Operation Table to the 
Department of Paediatrics. 

Estimated Cost— 7,00,000 

Cost of tender form: 

Original— 1,456 

By post— 1,496 

Last date of sale of tender forms by Post— 
22-9-2011, 3.30 p. m. 

Last date and time of sale of tender form— 
29-9-2011, 3.30 p. m. 

Due date and time for receipt of tender—30-9-2011, 
11 a. m. 

Due date and time for opening of tender—30-9-2011, 
11.30 a. m. 

Date upto which the rate are to be firm—31-3-2012. 

Person to be addressed for buying and submitting 
tender form—Principal, Medical College, Calicut, Kerala, 
India, Pin-673 008. 


Tender forms and details of tender can be had from 
the Office of the Principal, Medical College, Calicut, 
during working hours (Phone: 0495-2350212). Tender 
should be superscribed with Tender Number as specified 
above. The tender should be submitted along with an 
agreement executed in Kerala Stamp Paper worth 100 and 
Earnest Money Deposit @ 1% of quoted price. Stamp 
paper will be supplied to the firm outside Kerala, on 
request along with remittance of 150, 100 towards the 

cost of stamp paper and 50 as incidental charge 
by money order taken in favour of Principal, Medical 
College, Calicut. Specimen copy of the agreement is 
annexed with the tender form. 

Rate should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
Insurance, loading, unloading, erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tenders without required Earnest Money 
Deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice. 
Tender form is not transferable. Cheques, Draft, Postage 
Stamps etc. will not be accepted towards the cost of the 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. 

The tender will be opened as detailed above. Belated 
tenders will not be accepted. 

Gcai0(p1 Gcssios' 61 m cu )1 c 9 ffl rs 3 <2caiOCBggsl6)ej 

650(3e«5TU)0njlcu)1<flbCn5 Qj1e0(X)C3im1csejce6)0<ija8^i20CQ) gD£j<flb(B(so 
S>6>anGlOJUOg1c£ 630o_|CBOn9da8 (BS6TUla3 (656)ffl6TTIo) Clil«»ffl 6 mo 
ffluj^joTKmlcsejcBS) m 1 c 3 i 2 i 2 io(rooc 0 fflglRs 8 cnlecmo raraocolcft.!,®) 
0JD°lej(3ai0ffll(a3cnlcBanD0 ffl«5ruoomln3dolitr)fflocffiffl)jfflo<i» 

3(3^eiocrujca>a3 caai6TT)l^jj6)cft.oggjcmj. 

(3TdS®>G58 (mjcft.- 7,00,000. 

tblfflantflOJ^o—6)S6ne(3 (rojca>cs»j6)s aoj c/Dcmaocno. 

OdSriejOCTU GaOOOR5Krfl6X$ Ollei : 
caracruraS— i,456 

onj ’ 

oJc0D(3a_J 728 

OT)nJ0ra3 QJIPl- 1,496 

ocS^eiocru (Snnoffljca>a3 ecno1§ ejelosejcm raraoiaroocn 
(mltrscoitojo crumcoxujo— 29 - 9 - 2011 , 3.30 216 ml. 

GdSrieioaru CnnoajcejoS (ainJoraSciupl culcoSojtn oilojcm 
(mlcmtmtojo crumcoxujo— 22 - 9 - 2011 , 3.30 216 ml. 

<3(3^£jocru2<ft,a3 oruHca>(a1<s6)janD caraaicruocn OT)l<r»«j) 1 <r» 3 o 
cruiZKmajjo— 30 - 9 - 2011 , 11 216 ml. 

< 3 ( 3 ^ejo<TU 2 <ft>c /5 an 2 o< 0613 cm (mldsanlcnijo cn^cmaijo— 

30-9-2011, 11.30 2)6m1. 

<3c3‘i£iCKTu;jcft)03 ‘cnamdS a®mj4/ii6i7/20ii/a®ocnilcroT n®cm 
(B2)6)£Jtf>3<irar5)OS3cft>2Sl (.nil a3 mil rijo C/5, 612lCUilc061KS8 CtcftOCBgSS, 
(S<a>O‘Pl(Sc06)OS-673 008 n£)Cm OjlejOCn)(OT3)lK53 C3T8CS)CS3)CBc06)6recmO6m. 
6i6)cu<an £ie1<s6>3cm 3(8<^ocn)jcft>c/8 crojlc&ffllcoeijcmcsiej. 





s^riejocrujc9>c(3 ajca>g1«53 ca>osmlij1ffl1o9S)j(rr) raloicroo 
ooculfflej 11.30 -cid cruj>e>oo6)n3Gd»o cmaocolca>^,ar> 

n®S3Cl3l6)ag(B(S»0 
anocrolrsn^cMflraS (mjOcBSfflnjsjo. ©inJoeilraS eiel ts<e®6ng 
B^r^ejooro eaDOORST®l6)(lg (Ulej<S2)0®n (26TT)1 630C3CU)(3 S<pl6)(&> 
(26)OOCTD)o (T\)j1<BD(Z)1c96))(TO(iy)GJ. 

O o 0 6V) 

100 culeitrsjgg ffljLOnJL®>raroilraS cnlu&ilan 

ao«j)^cft)<i» 1 ejjgg crui 2 iac(r)nJLffl)o aio<n< 3 raro) cnjcatnips 1% 
m1o«5x.(3cui(BR5T3)osj<a)2Sl B<3<^ocn51ff>a$<ft)jG>s anadS<^k ( 06>6rTSOT)O6rn. 

taqsjcnraiS (Ulaj063i3a3 (.f-itntfmjcm 630nnlcru1ra3(Dlcmjo 
(.nJOJ^RSTCOl 3lnKTU63T3g1«53 eje1t0fflJ(TD®)O6rD. 

Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2 The firm should be arranged demonstration at his 
own cost if requested. 

3. Warranty: Minimum—2 years. 

4. AMC and CAMC: Minimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 


Specification 

The Table must be electro-hydraulically operated 
having hand switch operated electro-hydraulic functions. 


SI. 

No. 

Description 

Range 

1 

Up/Down 

740-1040 

2 

Trendelenberg & Reverse 

30° 

3 

Side Tilting (Lateral) 

20 ° 

4 

Top sliding 

300mm 

5 

Power Brake 


6 

Zero Position (Return to Normal) 


All the above functions must have manual over ride 
in case of an electric or electro-hydraulic break down. 

The electro-hydraulic kit used in the table must be of 
highest standard having international quality certifications 
like DIN EN ISO 9001:2000, EN ISO 13485:2000, VDA6, Trill. 

In addition to the above hand switch operated, the 
table must have the following manually operated 
functions. 


SI. 

No. 

Description 

Range 

1 

Head section Tilting 

30° Up/90° Down 

2 

Back plate Tilting with gas 
spring support for B chair 

80° Up/20° Down 


The table top must be made of durable radiolucent 
material capable of withstanding frequent C-arm exposure 
without diminution the image clarity. 

The table top must have detachable sections with 
separate sections for head, back, midsection and leg 
sections. 

Table must allow beach chair position for shoulder 
arthroscopy. 

Table must allow tibial interlocking nailing in the 
flexed position of knee with traction attachment and 
femoral nailing in lateral position with unimpeded C-arm 
imaging. 

The table must have the flowing Accessories & 
Attachments to perform all Orthopaedic surgeries 
including tibial and femoral interlocking Nailing, total knee 
& hip replacements, hand shoulder and spine surgeries 
with or without C-arm. 


SI. 

No. 

Description 

Qty- 

Nos. 

(1) 

(2) 

(3) 

1 

Arm Board 

2 

2 

Arm board locking clamp 

4 

3 

Extension side rail 

4 

4 

Radial setting clamp, quick coupling type 

2 

5 

Knee crutch, socket type 

2 

6 

Screen rod with locking clamp 

1 

7 

Hip section with perineal post holder 

1 

8 

Split leg sections—detachable 

2 

9 

Padded square 1. Pipes 

2 

10 

Screw tensiondevice with hand crank 
device for the fine adjustment 

2 

11 

Traction device for tibial traction in a 
down ward angle 

1 

12 

Rotation clamp 

2 

13 

Foot plate with block 

2 

14 

Boot with block 

2 

15 

Radiolucent perineal post 

1 

16 

Counter traction post for tibia with 
condylar fixation adjustable height angle 

1 

17 

Radiolucent hand surgery table with 

Height adjustable floor support 

1 

18 

Humerus supporting plate for elbow 
and shoulder joint surgery 

1 

19 

Devise for hip spica casts with Adult/ 
Pediatric seat 

1 

20 

Side support with locking clamp 

2 

21 

Raised arm board 

1 

22 

Stirrup clamp with rotation 

1 












(1) 

(2) 


(3) 

23 

Skull traction unit for cervical spine 

1 


surgery 



24 

Thigh holder for knee arthroscopy 

1 

25 

Horse shoe shaped head rest 

1 

26 

Spine frame 


1 

27 

Accessory Trolley for storage of 

1 


accessories 



28 

Shoulder Arthroscopy Attachment in 

1 


sitting position in 

reverse position of table 


* 

The traction unit should be attachable to the top 


of the table and modular. 


* 

Double point inserts for detachable traction arms. 

* 

The traction arms 

should be replaceable with 

a leg 


stirrup holder for fitting the leg supports to keep 
the sound leg safely abducted during femur 


treatment. 




Materials of Construction 


SI. 

No. 

Description 

Dimensions 


(1) 

(2) 

(3) 


1 

Base 

Stainless steel covered 



heavy base 


2 

Lifting column 

Stainless steel 


3 

Top 

Radiolucent with molded 



upholstery 


4 

Casters 

Ball bearing fitted 

with 



durable and heavy 

duty 



tires for enhanced weight 



bearing and long life 


5 

Side Rails 

SS 304 


6 

All accessories 

Stainless steel 


7 

Electro Hydraulic Unit Imported high Quality 



Two year free replacement guarantee mandatory. 

5 year AMC mandatory. 

Written assurance for availability of spare parts 
especially for the electro hydraulic unit for 7 years 
after the completion of warranty period. 

(6) 

No. S2/11805/2011/MCC. 5th August 2011. 

Sealed competitive tenders in the prescribed forms 
are invited from the manufacturers or authorized dealers 
for the supply of Antibiotic Discs for the Department of 
Microbiology of Medical College, Kozhikode. 


The envelop containing the tenders should 
superscribed as Tender No. S2/11805/2011/MCC for the 
Supply of Antibiotic Discs due on 30-9-2011 and should 
be addressed to Principal, Medical College, Calicut-673 008. 
Belated tenders will not be accepted. 

Cost of tender form : 

Original— 416 
Duplicate— 208 
By Post— 456 

Last date and time of Sale of tender form 
by post—20-9-2011, 3 p. m. 

Last date and time of sale of tender forms— 

29- 9-2011, 3 p. m. 

Last date and time of receipt of tender form— 

30- 9-2011, 11 a. m. 

The tenders will be opened at 11.30 a. m. on 
30-9-2011 in the presence of such tenderers or their 
authorized representatives who may be present at the time. 

Intending tenders can obtain tender forms directly or 
by registered post on payment by Money Order from the 
Principal, Medical College, Calicut. Tender forms are not 
transferable. Cheque, Draft, Postage Stamps etc. will not 
be accepted towards the cost of tender forms. 

Each tenders should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. Rate should be quoted against payment in 
Indian Rupees only. The tenders without the required 
Earnest Money Deposit and agreement and not satisfying 
the other tender conditions are liable to reject without 
any notice. Duplicate copy of the tender forms can be 
obtained on payment. Samples for the quoted items 
should be provied on demand. Cost per pack, tax and 
rate including tax should be indicated separately. 

Further details can be had from the office of the 
Principal, Medical College, Calicut during working hours. 

Gc&oiptecKws 6)iacuilc0S)R53 Gc&ocsgeslraei raaacBtc&osnJtBcsMgsal 
Qileocnraimleejcflo rare) oSIstucb cmo§ 1 c 0 b cuilomca>jcft)a3 ailratrasmo 
ra£U<§> 2 <mra> 1 eej<flra cn1(3m2)ora)Oc0S)g1ra3 cnlcmjo rareocolda^cm 
oilcfflosmcesoolraS cnlcmjo mjiooaramraoslcrucocnrarrolejjgg 
3(8d>ejO(Tujc9>c(3 c&i3J6ro1iq]Oc9>03S)cm). 

3(3<^ejocrujta>a3 r^jcru 2/ii805/20ii/r4)ocru1cru1 n^am 
<M6)£jtf>3<sraro)OS2cftqs1 Ltdlarilajoc/3, raaanlceraraS ecsiocsgss, 

(BcftOtflcScMOS-eZS 008 n®OT) Oil £1 OCR) (515)1 (53 raTdCQXS))CB<flS)SrB(5)0STTf 
30-9- 2011 -cn raoculraej n asml <es)j cbc/DoHo eiel cerajem 
3(3‘‘i£jocn))ca.c/3 crujlcaoltsaicmcnej. 3(3>">£jocn)ic&>o3 30 - 9 - 2011 -cn 

o o 6V> o 

raoajlraej 11.30-cn bcB^o cruj ao a raageaso rareocol<ft^ra) 
a^ssaglraojicBofflo cruoanblau^raroflraS enjOcsraranjsjo. 

3(3n£]0(Tl) Ga£)0O6313(/3 CSca>OS>1(Bc06)OS 6)fflCUilcflfiK53 Gcft>0(Bg83 
LrolaSmiliTjoglraaij fflOciDlcrolraScnlcrnjo 29 - 9-2011 fflraaicSjjecrTKao 
3 a6rril<u6)ffl ecnral§jo 20 - 9 - 2011 -cn ajcru a6rrnc8<s2)0(3(u)c3 









raraofflOTcMjcmoJceiiio assl true (.son roinjoraii ajcs6ucncQ)jo 
eje^aosrn. B(3^ejo<Tu GanoossBgjffls ciileKi»oc®l 2)6rolecQ>oc3cux3 

65tf>l6)c&. 6).aJc06), lajDOciDQ, (SnJO(TUR53 (TUOaQJ a 18»ej 0 00)01 
crujIcfcolceffljnTKmej. 3(3^ejocru csonoo63i3c/8 6)6)<ft>oogo 6)^(31003 
ruosjggonej. 

3(3oejoonj csaDoorarmlfflo^ oilei: 
raiacnxoS— 416 

cru 

nJc93(8fi_J- 208 

SDnJOroS mje6U0D- 456 

100 ojlejosjgg (Scfcag mlasulo) 

mocs)^tft>oQ)1ejjgg cro2m«s)aJL«5)o 1 % cnlotmLBOj^eRsiroosjcfejsl 
3(3aejocnil6iag cfejns crua<3<Tjl(Sc96)6rTg«j)06rf>. ajlej<ft,a3 gDoro)^a3 
rajnjooflroa GfflsuoajsjGtmrosnetOTOsnD. BdS^eiocru eaoooo 6)6icft>aogo 
fflnJCg>0Cl3 nJOSJggCOiej. CmajOJOS^filajSjanDnJcMdo rUffllGO8Om<T)C![i)c0S)OQC!)l 
cruocnjlgjcft>a3 noosfflO(Sc 0 S) 6 ne«»O 6 rD. nJ6mo rarasoKcesijaDnJcftaio 
ojD^nilcScflsig 3(3<i£jocn) <3a£ioo63Bc/3 ejelcBffljotDcaiosrn. 

aol 6TU cau (D C03 a3 nJ 0 fill c 9S) 6) oj S 0 (310) 3 (3 <^10 CTU J cft> «3 
<r»06)(mofflj mjciDoloQJlnjjo dhisoacs) cnlfflorulcesijaTxroosm. 
cftijsjraiKsS oil oj o6313a3 (.^-itru trojan 63 0a£iTcrulraS mlamjo 
(ojoj^catrol 3loiaro63Bg1ra3 eielcesijaTKmosrn. 


Specifications 


SI. 

Item 

Presenta- 

Qty■ 

No. 

tion 

Required 

(1) 

(2) 

(3) 

(4) 

1 

Amikacin 30 u gm 

5x100 discs 
vial packets 

30 packets 

2 

Amoxycillin + Clavulanic acid 
(20 u gm + 10 u gm) 

” 

15 „ 

3 

Ampicillin 10 u gm 


20 „ 

4 

Ampicillin 25 u gm 


10 „ 

5 

Cefazolin 30 u gm 

„ 

30 „ 

6 

Cefotaxime 30 u gm 

99 

30 „ 

7 

Cefaxitin 30 u gm 

„ 

40 „ 

8 

Ceftazidime 30 u gm 

„ 

12 „ 

9 

Ceftazidime + Clavulanic acid 
(30 + 10) 

" 

10 „ 

10 

Ceftriaxone 30 u gm 

„ 

30 „ 

11 

Cefuroxime 30 m gm 

„ 

12 „ 

12 

Chioramphenicol 30 m gm 

99 

8 „ 

13 

Ciprofloxacin 5 m gm 

99 

20 „ 

14 

Cotrimoxazole 25 m gm 

„ 

16 „ 

15 

Erythromycin 15 m gm 

„ 

16 „ 

16 

Furazolidone 100 meg 

„ 

2 „ 

17 

Gentamicin 10 m gm 

99 

30 „ 

18 

Oxacillin 1 u gm 

„ 

2 „ 

19 

Imipenem 

99 

4 „ 


(1) 

(2) 

(3) 


(4) 

20 

Piperacillin 100 m gm 

5x50 discs 
vial packets 

6 Packets 

21 

Piperacillin/Tazobactum 
100/10 m gm 

» 

6 

" 

22 

Pencillin G 10 Units 

„ 

18 

„ 

23 

Tetracycline 30 m gm 

„ 

6 

99 

24 

Vancomycin 5 m gm 

„ 

10 

99 

25 

Linezoild 30 m gm 

„ 

2 

99 

26 

Cefipime 30 m gm 

„ 

2 

9, 

27 

Meropenam 10 m gm 

99 

4 

99 

28 

Nalidixic acid 30 m gm 

„ 

12 

„ 

29 

Netilmicin 30 u gm 

„ 

12 

„ 

30 

Norfloxacin 10 m gm 

„ 

40 

„ 

31 

Cefaperazone + sulbactum 

„ 

60 

99 

32 

Bacitracin 10 units 

„ 

2 

„ 

33 

Bile Esculin Discs 

„ 

2 

„ 

34 

Novobiocin 5 u gm 

„ 

3 

„ 

35 

ONPG Discs 

„ 

2 

„ 

36 

Optochin 5 u gm 

„ 

6 

99 

37 

Ertapenem 10 u gm 

99 

2 

99 

38 

Tigecycline 15 u gm 

99 

2 

99 

39 

Teicoplanin 30 u gm 

99 

2 

99 

40 

Colistin 10 u gm 

„ 

2 

„ 

41 

Rifampicin 5 u gm 

99 

1 

99 

42 

Nitrofurantoin 300 u gm 

„ 

1 

„ 

43 

Gatifioxacillin 10 u gm 

„ 

2 

„ 

44 

Clindamycin 2 u gm 

99 

2 

99 

45 

Bacitracin 0.04 units 

50 discs/ 
vial 

8 

vials 

46 

Polymyxin B 300 u gm 

„ 

3 

„ 

47 

Polymyxin B 50 u gm 

99 

3 

99 

48 

Hippurate discs 

.. 

4 

.. 


N.B .—Discs 1 to 31 to be supplied in 2 lots at six month 
interval. All other discs to be supplied in single. 


Special Conditions 

1. Authorization letter from the manufacturer for the 
supply of the items should be submitted along with 
the tender. 

2. The expiry date of the items should not be lesser 
than one year from the date of supply. 

(7) 

No. S6/11614/2011/MCC. 6 th August 2011. 

Sealed and competitive tenders in prescribed form are 
invited from the manufacturers/authorized dealers for the 
supply of Mobile Dialysis Unit to the Department of 
General Medicine, Medical College, Kozhikode. 









Superscription—Tender No. S6/11614/11/MCC for the 
supply of Mobile Dialysis Unit to the department of 
General Medicine. 

Estimated cost— 8,00,000. 

Cost of tender form: 

Original— 1,560. 

Duplicate— 780. 

By post— 1,600. 

Last date of sale of tender forms by post— 
23-9-2011. 

Last date and time of sale of tender forms—29-9-2011, 

3.30 p. m. 

Due date and time for receipt of tender—30-9-2011, 
11 a. m. 

Date and time for opening of tender—30-9-2011, 

11.30 a. m. 

Date up to which the rates are to be firm—31-3-2012. 

Person to be addressed for buying and submitting 
tender form—Principal, Medical College, Calicut, Kerala, 
India, Pin-673 602. 

Tender forms and details of tender can be had from 
the Office of the Principal, Medical College, Calicut 
during working hours (Phone : 0495-2350212). Tender 
should by superscribed with tender number as specified 
above. The tender should be submitted along with an 
agreement executed in Kerala Stamp Paper worth 100 and 
Earnest Money Deposit @1% of quoted price. Stamp 
Paper will be supplied to the firm outside Kerala, on 
request along with remittance of 150 ( 100 towards the 
cost of Stamp Paper and 50 as incidential charge) by 
Money Order taken in favour of Principal, Medical 
College, Calicut. Specimen copy of the agreement is 
annexed with the tender form. 

Rate should be quoted in Indian Rupees only. All the 
taxes applicable is to be clearly mentioned. Lrieght, 
Insurance, loading, unloading, erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian rupees. 

The tender without required earnest money deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost. Belated tenders will not be accepted. 

Gda>3S>lGc80 3S 0 21 CU/1 <00 C03 G eft. 0 G g ffil 6) £J 83<DO«53 
a a cu/1 mil o3 culeo <x> rstcoI gbi «)o cu aoss aasaaanraS 
ojDtn) oeilcrulonj cmjsmlg ojI«m>6tt>o mldSamacisw 

t00g1ra3 cnlcmjo raraocolda^cm CLDlejfSaoffllcsScnlcmjo 
aroruraoail rfldol tmao trstrojaocn) fl(3>^ejo arrqcft>a3 <Md6m1 
a<ft>333icroi. 


rarasaenS «j>j< a>— 8 , 00 , 000 . 

( 3 ( 3 (i£jocrv> Gacoorarailaag ailei: 

630lSSlcn«58- 1,560. 

OJDUnilGcOSlb- 780. 

6v> o 

(moJoraScuipl— 1 , 600 . 

318 <^£I 3 <TU Ga£) 0O6313C/3 (3) oJ 3 «S3 QI (Pi Oil RS3 o_| 03 

(nflojan — 23 - 9 - 2011 . 

<3(3<i£jocru Ga£ioo63raa3 Gcrxal§ ejelcespcro careen cm sen 
(mleffiratojo cmacracnjo— 29 - 9 - 2011 , 3.30 maml. 

3(3aejoarujcft)a3 rmilca.ffll.eajcm rarecncmscn ®il<s 2 )«n 1 <r»jo 
cruaaxujo— 30 - 9-2011 aoculoei 11 marel. 

3(3<iejoorojcft,a3 ajpocospan ctnlcracmlcspo cmacQKnjo— 
30-9-2011 «0CUlff>£J 11.30 ffl6TT)1. 

3(3‘‘>ejo<TU3<ft>c/3 ‘‘c^em6/ii6i4/ii/ci(j)o.cml.amT’ ag)cinD 

G2)0£nP3<SR5K51OSjcftqSl G0D®1§ Cnro3cft>J dhGWO (.njla3(Tul nJOC^, 

0fflcuil<60cs3 Gca>3Ggs3, Go9j01pIgc96)os-673 008 a®OD cnleiocroasrolM 
(3ra<s2)CQ)cS0jc9>Gt!Q)o a^GegiaTgowafi. aaait&n 3(3<^ej0(rujcft>c^ 

cruilAffllcfiajrmraiej. BdS^eiserojc&c/a ajcft.g1ra3 cm^n-jl^jlfflltsajcro 
ralcucruo oacnlaei 11.30 aanlcea BcS^eis emjc&>3ffl0aiijGOQ)3 
rareocnl <&>^ct» (.ajssfl <T>1 cjdI <&> gj resGcrsa cruocml rarmlraa 
«5>2Oc900n_|SJo. OT)nJ3eil«53 eielGc906ng 3(3>^ei3(TU GnDOO(!5T3)l0O§ 
ail& j cffloooil m6TT>lG<i»ac8cLuc8 asHocft) aagocmjo cm/lcft.fflltsajanDctfiei. 

100 culejssjgg Gcfcfflg aj(.3nj(.®>®Kt)1c53 cnlaailrai 
m3«s)^cft)0Q)1ejjgg crucm c® nj(.®)o oJoenBOttn ctojift oopas 1 % 
col®(tn lbcu^ Gormosjc&jsl BsS^eio rmlaoijj c&qas cmac3a ; |l 
Gteoaneraioarn. 

<ft>jsj«j)C53 ailen®63i3a3 (.ojcruaujas) ascifllcmlraScnlerojo 
(.ojoj^tairol 3lajcru63Bglra3 ejelcoajarKmosrn. 

General Specification 

Mobile Dialysis Unit—Size 1442x480x410 mm— 
Weight— About 90 kg. 

Inflow preasure: l~bar 5.0 bar (adjustable),-Inflow 
Temperature : 5 CD 

Water quality requirement:YY0572 or AAMI,-The 
height of Liquid water tube (max): 20 cm. 

Suction height of concentrates (max): 50cm; -Power 
supply voltage; AC220V; & Lrequency: 50 Hz. 

Power: 1.8 KW (Max): Ambient temperature: 10CO~ 
40CO: Dialysate cirucaltion. 

Dialysate flow: Adjustment range: 
200ml/min~600ml/min: Error : x 10 % - 5%; 

Weight meter:-Range :0Kg~20Kg. (Single): lg;-Error:- 
0.5% -0.5%; UL Flow Scope : Range:0 ml~400ml/h;- 
Precision:-30ml/h~30ml/h. 

Pure UF Scope:- Range:0ml~2000ml/h; Precision:- 
-30ml/h~30ml/h. 

Dialysate Temperature:-Range: 34 CO-40 C this 
is the speed of 2 popular portable WD 
machines combined together. 


Water quality requirement: YY0572 or AAMI. 

The height of Liquid water tube (Max): 20cm. 

Suction height of concentrates (max): 50cm. Power 

supply voltage: AC 220V. 

Frequency: 50 Hz. 

Power:1.8KW (max) . 

Ambient temperature: 10 CO 40 CO. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at its own 
cost if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC : minimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. . 
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No. S2-11925/2011/MCC. 9th August 2011. 

Sealed competitive tenders in the prescribed form are 
invited from the Manufacturers or Authorized Dealers for 
the supply of Diagnostic Kits for the Department of 
Microbiology of Medical College, Kozhikode. 

Superscription: Tender No. S2/11925/2011/MCC due 
on 30-9-2011, 11 a. m. 

Cost of tender form: 

Original— 832. 

Duplicate— 416. 

By post— 872. 

Last date and time for receipt of money order and 
request for tender form by post—20-9-2011, 3 p. m. 

Last date and time of sale of tender forms—29-9-2011, 
3 p. m. 

Due date and time for receipt of tender forms— 
30-9-2011, 11 a. m. 

Date up to which the rates are to be firm—31-3-2012. 

Address from whom the tender from and to whom the 
tender is to be submitted—Principal, Medical College, 
Kozhikode, Kerala-673 008. 

The envelop containing the tenders should 
superscribed as Tender No. S2/11925/2011/MCC for the 
supply of Diagnostic Kits due on 30-9-2011 and should be 
addressed to the Principal, Medical College, Calicut- 673 
008. Belated tenders will not be accepted. 

The tenders will be opened at 11.30 a.m. on 
30-9-2011 in the presence of such tenderers or their 
authorized representatives who may be present at that time. 

Intending tenderers can obtain tender forms directly 
or by registered post on payment by money order from 
the Principal, Medical College, Calicut. Tender forms are 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms. 


Each tenderers should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1% of the total cost of the items 
tendered for. Rate should be quoted against payment in 
Indian Rupees only. The tenders without the required 
Earnest Money Deposit and agreement and not satisfying 
the other tender conditions are liable to reject without any 
notice. Duplicate copy of the tender forms can be 
obtained on payment. Samples for the quoted items 
should be provided on demand. Cost per pack, tax and 
rate including tax should be indicated seperately. 

Further details can be had from the Office of the 
Principal, Medical College, Calicut during working hours. 

Qca>o(p1(Sc0S)OS fflaanltearaS GcftOGgejtoej 6)6)i2GLcft>06TiiG<3a)0gs3l 
oileotorarffintseitss) oiloilcjD cuicfficsoDoorolcfc ta/lojcSjua oitoaenoo 
nruc^joTKmleeicSffl ooltSamocnoceaglraS ablanjo rareoco “I ca^rai 

ailKnrasmcefflOfflIraS crilmojo mjLratUij acsmaosIcmriooocareiile^SS 

fl(3^eiocrojca>a3 cai3/6m1iq)6)<&>33Si(mi. 

G(3^eiocm 2 <ft>«3 n^jeru 2 / 11925 / 2011 /a®oaVlcrul a®cm 
(saoenpjGrairoosjcaijsl ci3milc/3, fflacuilcWHoS GcftOGgsl, 

(Bcft,os>1ck96)os-673 008 n^cm oileiocmraisilraS c3T3cs2)csi)(s<flfi)6ne(mo6rr). 
30-9-20ii-cn aooitoei 11 asmlces/jeasraio eje1<ss)jcm B(3‘'*eiocn)j<ft,«3 
crujlcfcoltsojcmctnaj. 3(3neiocrojcft.c^ 30 - 9 - 2011-00 aoculaej 
11 . 30 -cn B(3>^ejoorojca>offl6)agcBC!Q)o rareocolca^cm n^ssoglfflagcscfflo 
cmocm1ram,c3i5)lc38 anjOcOfflanjsjo. 

G(3^£J0mj Gn£3006313C/3 G<ft>0tf>lGce6)0S 6)£2CUil<e6X33 Gcft>0GgS3 

LniloScniliTjogleiag fflOciolcrulcaSoolcmjo 29 - 9-2011 6 ) 6 )ai<&> 2 (Bomao 
3 2i6m1aj6)ffl Gma1§2° 20 - 9 - 2011 -m ojenj ( 26 ml 630 c3cuh3 

C3T3C® S» C06)jcm nJcft&lo fflSjl OTU G(.SOJD CD)nJ 0(08 (2JG6U OOCDJJo 

eie^aiosm. BcS^ejocn) Gnnoo63t3gj6)s ail£j(D>ocQ>l ( 26 ml 630(3 ojdc3 

63<P)6)c&> 6).aJc96), ICU/OaOd, GnJOCTOCOS 03)0001 ffl} (3) £J 0 CO) CU 
cn)j“lc93ffllt96)jcmccnei. Bc3<^eiomj Gr>noo63i3c/5 6)6)<ft>aogo eiiucspaS 
njosjggcmej. 

<3(3neioom GaOOO(3io)l6>c$ ailei: 

(31801X33- 832. 

arc 

nJcO)(3a_|- 416. 

«»nJ0C03 (22661100 - 872. 

100 culej<33)222 G<ft>fflg I 22 LBnj(.crocwmlcnS oolasnlan 
ffloc3>2<a>® ) 1eJ222 cmamctOnJLOio 1 % m1o®i(.<3oui CS(airS)C)S J cft> l s "' 
r3c3^£iocnjl6)cn) ce^s oroi2<3(TjlcB<fl6)6n3ra)06rf>. ailejcft>c/3 gDcrai^oiS 
rajnjtnilcnS go6u 6/njS 2 ccarro6n§croo6Tid. Gd^eiocru Gaoooo 

6)6)cft)£20go 6).nJ<!g>OCl3 oJ0SJgg(3)ej. (319)01 C/82) 6)n_jS2 cm nJcM/o 
rUffliGc/aocjDOoaacoeiocssI ai)ooring2ca>c/3 nnos3a3Gce6)6n§c3>06nx 
nJ61T)o (313SCffic96)2CmnJcM/o ajLM,2<jJlG<fl6)g Bd^ejOCTO GaD0O63I3(/3 
ejelt06)j(mc3)O6m. 

cril 6 iuaru) 00 ca>cd njoeilceeieirysocsiw Gc3^eiom)2c&,c/3 wosxmoa] 
a^omolcffllijjjo ca>2S06)(3) m1racro1c96)2cmcD)0 6rn. cftqsjcmraS 
oil cu a 63B c/3 C3)2®> 63 o ad f mil a3 ml cm 2 o t^jcudaml 

Cm2KS3)63Bg1c33 £J@1 <06)2010(3)06110. 


Schedule of Materials 


SI. 

No. 


Name of Items 


Quantity Required 


and Specifications 


SALMONELLA ANTISERA 

(a) Somatic 09 

2ml x 3 

(b) Somatic 02 

2 ml x 2 

(c) Flagellar Hd 

2 ml x 1 

(d) Somatic 04 

2 ml x 1 

(f) Surface Vi 

2 ml x 1 

(g) Polyvalent A-S 

2 ml xl 

Widal Tube Test Coloured Antigen 

40 Kits 

Kits (Different colour for STO, STH, 

Para AH & BH) Each kit containing 

the following 

(4 x 50ml) 


S.typhi 'O' 

S.typhi ’H’ 

S.paratyphi A ’H’ 

S.paratyphi B ’H’ 

RPR Test 

Rapid Latex agglutination test 
for direct detection of 
Baterial antigens in body fluids 
for H influenza type b. Strep 
pneumoniae Nessieria Meningitidis 
Gps., A, C, Y, W, 135 
Streptococus grouping kit 
for detection of KLancefield 
gp A.B.C.D.F & G with extraction 
enzyme, polyvalent positive control 
CRYPTOCOCCUS TEST Rapid 
latex agglutination test 
qualitative/semiquantitative for 
polysaccharide antigen of 
Cryptococcus neoformans in 
serum & CSF 
Leptospira lgM ELISA KIT 
Brucella abortus coloured 
antigen 

Weil Felix Test Kit each 
containing Proteus Antigens 
0X19, OX 2 & OXK 


50ml per kit 
50ml per kit 
50ml per kit 
50ml per kit 
25 Kits 
(50 test/kit) 
1 Kit 

(30 test/kits) 


1 Kit 

(50 test/kit) 


1 Kit 

(50 test/kit) 


12 kits (96 ml/kit) 
3 vial (5ml/vial) 

10 Kit (2mlx3) 


Special conditions 

1. Authorization letter from the manufacture for the 
supply of the items should be submitted along 
with the tender. 

2 The Expiry date of the items should not be 
lesser than one year from the date of supply. 


Office of the Medical College, 
Kozhikode. 


(Sd.) 

Principal. 





